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PREFACE 


The information in this manual is provided to permit authorized 
technicians to install, operate, and service Model 3203 Systems 
manufactured by the Concurrent Computer Corporation. This 
installation and service manual is divided into five chapters, an 
index and a drawing set. 


Chapter 1 contains a general description of the Model 3203 System 
hardware and options. This chapter also includes the _ system 
block diagram and an analysis of the bus structure of the system. 


Chapter 2 describes system power requirements and the physical 
configuration of the cabinet. 


Chapter 3 provides installation information such as strapping, 
cabling, and initial setup/startup procedures. The startup 
procedure includes information describing the autoload sequence. 


Chapter 4 gives a detailed circuit analysis of the power supply 
board. All other components of the system, including the central 
processor unit (CPU)/memory board, are described at a higher 
functional level. This approach was taken because detailed 
descriptions of these products are provided in separate manuals. 


Chapter 5 provides a list of available diagnostics and a_ general 
troubleshooting guide. 


The manual contains reference drawings that may be required to 
install and service the Model 3203 System. Drawings for 
components of the system that are provided in other manuals are 
not repeated herein. 


Revision R18 contains revisions RO2 through 18. This manual has 
been significantly revised to incorporate the new Model 3203 
System (01-339) configurations with the embedded controller SCSI 
disk and tape drive units. For the convenience of previous 
users, all pertinent information for the earlier system (01-277) 
has been retained in this manual. In addition, and as 
applicable, all outstanding ECNs since the release of revision 
RO1l have been incorporated in the manual. These included the 
addition of a new tape controller (35-999) for use in 01-277 
systems. All detailed analysis in Chapter 4 concerning the 
CPU/memory board has been deleted. This information now resides 
in the 35-864 Central Processing Unit (CPU)/Memory Board Theory 
of Operation Manual. 
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CHAPTER 1 
GENERAL DESCRIPTION 


1.1 INTRODUCTION 


The Model 3203 System is a compact 32b computing system ideally 
Suited for use in an office environment. The basic Model 3203 
System (Figure 1-1) consists of a slender vertical desk-high 
cabinet. The basic cabinet contains a control panel, a central 
processing unit (CPU)/memory board, an intelligent peripheral 
controller (IPC) board, anda modular power supply board. The 
cabinet also contains a 5.25" Winchester-type disk drive and a 
streaming tape drive along with their respective controllers. 
These controllers (disk and tape) can be external to the drive 
units; or they may be an integral part of the units, depending 
upon the type of system purchased. The differences between the 
two types of systems are specified in Section 1.2. 


087-1-1 


Figure 1-1 Model 3203 System 
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Options for the Model 3203 System include a second 5.25" disk, 
memory expansion on the CPU/memory board up to 4MB, a second MPC 
board, an Ethernet data link controller (EDLC) and a universal 
logic interface (ULI) board. Two spare input/output (I/O) slots 
are provided in the chassis to accommodate any two of these three 
boards. A Model 6100 or 6312 video display unit (VDU) is 
required as the system console. 


This manual provides authorized technicians and customer service 
engineers with the information necessary to install and service 
a Model 3203 System. This chapter defines’ the equipment 
complement of the Model 3203 Systems; briefly describes each 
major assembly; and provides an overview of the internal 
architecture and bus stucture of the system. 


1.2 SYSTEM LAYOUT AND EQUIPMENT COMPLEMENT 


This section illustrates the physical layout and defines’ the 
equipment complement of basic 3203 systems. The layout of the 
basic system cabinet is illustrated in Figure 1-2. As previously 
mentioned, there are two types of systems. The first system is 
hersby identified as type 01-277. This system incorporates mass 
storage units (disk/tape devices) which require controllers that 
are external to the device. The mass storage units for the 
second system (identified as type 01-339) are self-contained 
devices which have their own embedded controllers. Regardless of 
type ». both systems are functionally identical. The only 
difference is in the equipment complement of each system, as 
defined in Table l-l. 


1.3 UNIT DESCRIPTIONS 


The following sections (1.3.1 through 1.3.9) provide a brief 
functional description of each major unit of the type 01-277 and 
01-339 Model 3203 Systems. Inactive units, such as the I/0 
connector panel and the variouS system cables are described 
elsewhere in this manual as defined in Table l1-l. 


1.3.1 Control Panel 


The system control panel is used to power the system on and off. 
The control panel contains an ON/OFF (1/0) switch and two red LED 
indicators (power and fault). The power indicator is lit when 
power to the system is. on. The fault indicator is lit on 
power-up and remains lit until successful completion of the basic 
confidence and memory tests. The fault indicator is also lit 
when an invalid condition called a BOMB is detected by the 
CPU/memory board. Additional information on system BOMBs is 
provided in the 35-864 Central Processing Unit CPU/Memory Board 
Theory of Operation Manual. 
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TABLE 1-1 EQUIPMENT COMPLEMENT FOR MODEL 3203 SYSTEMS 
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btem |e-S4-e5ose Sessa eee e ra See ee eras ser See tae eae See esses | 
No. Part Numbers 
(For | 01-277 SYSTEMS | 01-339 SYSTEMS } Description Definitions and Functions 
Ref. | (Which Contain | (Which Contain | 
Only) | Tape/Disk Units | Tape/Disk Units | 
| W/External | wW/Embedded | 
| Controllers) | Controllers) | 

Be | 09-169 | Same as 01-277 | System Control | The control panel includes a power 
| | System | Panel | on/off switch and two LEDs 
| | | | to monitor power on and fault 
| | | | conditions. See Sections 1.3.1 and 
| | | 4.2 for more information. 

2 | 09-170 |} Same as 01-277 | Fan Module | Ensures proper air circulation to 
| {| System | | maintain the enclosure at ambient 
| | | | room temperature as described 
| | | | in Section 2.8. 

3 | 09-172 | 09-219 | Basic 3203 System | Both types of enclosure house the 
| | Enclosure | various system components’ and 
| | | peripheral mass storage devices. 
| | | | The 09-172 enclosure accommodates 
| | | | two 51MB or 85MB disk drives and a 
| | | | 0.25" streaming tape drive for 
| | | {| disk backup. 
| | | | The 09-219 enclosure accommodates 
| | | | two 182MB disks and a streaming 
| | | | tape drive. 

4 | 17-726 MOO | 17-726 MOl | QIC36 Interface | 
| | } Cable | 

5 | 17-727 N/A | ST506 Daisy Chain 
| | | Cable | 

sheatasthatatententanteteatastentesiestasiestententedeatedkeatesteahetatetateatatetetatenhatacteteeahatetatatatahateteteteteatatatetetatetataneanate | Items 4 through 16 are all a 

6 ] 17-728 | N/A | ST506 Radial Data | part of the 3203 System cabling 
| | | Cable | which is fully defined in Sections 

rn nn tr nn re nnn c ances | 3.4 and 3.5, as applicable. 

7 | 17-732 | Same as 01-277 | Internal AC Cable | 
| System | | 

SN Lee ae ae eee Ree vO TR Be SII PEO Sk TS Oo SEN a ay AES eS Te a PO ee oe ee | 

8 | 17-733 | Same as 01-277 | AC Power Cable | 
| | System } (115V, Domestic) } 
| Or | | or | 
| | | AC Power Cable | 
| 17~756 | | (250V, Inter- | 
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17-738 FOO 
17-738 FO1 
17-738 FO2 
17-738 FO3 


35-864 M09 
Or 


35-864 MO] 


System 


system 


Same as 01-277 
System 


27-189 FO 


Same as 01-277 
System 


35-864 M01 


Cable 


Communication 
Multiplexer (Comm 
Mux) Cables (4) 


12V Peripheral 
Power Cable 


1/4" Streaming 
Tape Drive (for 
Disk Backup) 


Power Supply 
Assembly 
(P575A / P1212A) 


Central Processing 
Unit (CPU) /Memory 
Board 


The 27-159 tape drive uses an 
external controller. The 27-192 
tape drive (in the 01-339 system) 
has an embedded controller. Refer 
to Sections 1.3.7 and 1.3.8 for 
more information. 


The disk drives for the 01-277 
system have an external controller 
and are described in Section 
1.3.5.1. The 27-189 disk drive (in 
the 01-339 system) has an embedded 
controller as described in Section 
134025 


The system power supply assembly 
provides +5VDC and +12VDC system 
operating voltages. These voltages 
are generated on the 35-903 power 
board which is described in 
Sections 1.3.9 and 4.10. 

There are two manufacturing 
variations of the CPU/Memory board, 
multiwire and multilayer; both are 
functionally identical. The multi- 
wire version (M00) was_ provided 
in earlier 3203 systems. The 
MO1 multilayer version is currently 
provided in all systems. See 
Sections 1.4.1 and 4.3 for more 
information. 
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TABLE 1-1 EQUIPMENT COMPLEMENT FOR MODEL 3203 SYSTEMS (Continued) 


| Unit Complement Per System Type 


Item |--+-----~---------- co oe ae cae ee - oe 
No. | Part Numbers | 

oF ee Neat a tn laa tt a ue a ee etl | 
(For 01-277 SYSTEMS 01-339 SYSTEMS 


(Which Contain (Which Contain 


| 
| 
| 
| 
| | Description | Definitions and Functions 
| | | | 
Only) | Tape/Disk Units | Tape/Disk Units | : 
| | | 
| | | | 


W/External W/ Embedded 
Controllers) Controllers) 
21 | 35-905 | N/A | SCSI/QIC 36 Tape | This unit serves as an adapter «+ 
| Or | | Drive Controller | between the IPC/SCSI and the 27-159 
| 35-999 | tape drive unit QIC36 interface as 
| | | | defined in Sections 1.4.5 and 4.8. 
22 | 35-906 | N/A | SCSI/ST506 Disk | This unit serves as an adapter 
| | | Controller | between SCSI signals from the IPC 
| | | | to the ST506 signals recognized by 
| | | | the 27-160 and 27-161 disk drives. 
| | | Refer to Sections 1.3.6 and 4.7 for 
| | | | more information. 
23 | 35-907 | Same as 01-277 | I/O Panel | This board provides the inter- 
| | System | Interconnection | connection path between the 
| Board | internal and external I/O cable 
| | | | connectors. See Section 2.9. 
24 | 35-915 l N/A | Connector | This board transposes the QIC36 
| | | Transition Board | interface 50 pin cable connection 
| | | | from the tape controller to the 50 
| | | | 50 pin orientation required by the 
| | | tape drive. 
25 | 35-910 FOl {| Same as 01-277 | Multiperipheral {| The MPC board provides interface 
| | System |} Controller (MPC) | for eight RS232C user devices or 
| | | with 3203 Initial | terminals. The MPC also includes a 
| | | Program Loader | precision internal clock, a line 
| | |} (IPL). | frequency clock, a loader storage 
| | | | unit and a parallel line printer 
| | | | interface. A second MPC is 
| | | | optional. See Sections 1.3.3 and 
| | | | 4.4 for details. 
26 35-918 Same as 01-277 Intelligent The IPC board provides data 
System Peripheral management for the peripherals. It 


| 

| interfaces the CPU via the PMUX bus 
| and the peripherals via the SCSI 

|} bus. See Sections 1.3.4 and 4.5 

| for details. 
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1.3.2 Central Processor Unit (CPU)/Memory Board (35-864) 


All processing and arithmetic logic unit (ALU) functions are 
contained on a single 38.lcm X 43.2cm (15" X 17") printed circuit 
(PC) board with built-in single and double precision floating 
point registers. The CPU/memory board monitors the majority of 
the system activity, provides user and memory interface and 
manages all system I/O. The CPU/memory board has on-board memory 
which provides 0.5MB or 1MB with 64kb random access memory (RAM) 
in 256kb single in-line packages (SIPs) or 2MB to 4MB using 256kb 
RAMS in 1MB SIPs. The memory system provides an error check and 
correction (ECC) function that detects and corrects all single 
bit errors, and detects all double and some multiple bit errors. 


Currently, the basic system is provided with 2MB of memory and 
with 4MB as the option. Formerly, the basic system was available 
with 0O.5MB of memory and options of 1,2,3 and 4MB. For 
continuity purposes, information concerning these smaller 
increments of memory expansion is retained in this manual even 
though they are no longer offered. 


1.3.3 Multiperipheral Controller (MPC) Board (35-910) 


The MPC is a Single 38.lcm x 38.lcem (15" x 15") PC board which 
provides the means of interfacing user devices or terminals to 
the system Over eight programmable, full-duplex data 
communication channels. These communication channels may be 
assigned to a combination of asynchronous’ and synchronous 
devices. The Model 3203 System can support a maximum of four 
synchronous channels, the remainder may be asynchronous. A 
second MPC can be configured into the system providing a total 
capability of 16 channels. 


Permissable combinations of synchronous and asynchronous channels 
are defined in Table 1-2. 


TABLE 1-2 MPC CHANNEL CONFIGURATION 
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The MPC also contains the precision interval clock/line frequency 
Clock (PIC/LFC), a loader storage unit (LSU) and a parallel line 
printer interface. 


1.3.4 Intelligent Peripheral Controller (IPC) Board (35-918) 


The IPC board is designed to provide a major portion of data 
management required by peripherals while minimizing processor 
intervention in I/O operations. The IPC interfaces to the 
processor via the PMUX bus. When not transferring data, it 
releases the PMUX bus to other controllers. The IPC interfaces 
to the peripherals over the small computer systems interface 
(SCSI) bus at a transfer rate of 1.5MB per second. The IPC 
Supports two 5.25" disks and a 0.25" streaming tape located in 
the system cabinet. When used in a type 01-339 system or in a 
type 01-277 system that has a 35-999 tape drive controller, the 
IPC must be at revision level Rll or higher. 


1.3.5 5.25" Disk Drives 


The following sections describe the various disk drive units used 
in each type of the Model 3203 System. 


1.3.5.1 Disk Drives For Type 01-277 Systems 


The type 91-277 Model 3203 System is configured with a 51.4MB or 
85MB Winchester-type disk drive. Both units have a transfer rate 
of 625kB/second, an average access time of 30ms, an average 
rotational latency of 8.3ms and use modified frequency modulation 
(MFM). These disk drives interface to the disk drive controller 
via the ST506 interface. 


The 51.4MB disk drive (27-160) is a random access storage device 
using three nonremovable 5.25" disks. Each disk surface employs 
one movable head to access up to 987 tracks, which provides up to 
40.4MB (32 sectors X 256 bytes) of formatted capacity and a total 
unformatted capacity of 51.4MB. 


The 85MB disk drive (27-161) uses four nonremovable 5.25" disks 
as storage media. Each disk surface employs one movable head to 
access up to 1166 tracks, which provides up to 66.9MB of 
formatted capacity and a total unformatted capacity of 85MB. 


i 


1.3.5.2 Disk Drive For Type 01-339 Systems 


The type 01-339 Model 3203 System is configured with a 182MB 
Winchester-type disk drive (27-189). The 182MB disk drive is a 
random access storage device using five nonremovable 5.25" disks. 
Fach disk surface employs one movable head to access up to 967 
tracks per surface, which provides up to 142.5MB of formatted 
capacity and a total unformatted capacity of 182MB. This’ unit 
has a transfer rate of 1.25MB/second, an average seek time of 
19ms, and an average rotational latency of 8.33ms. 
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Note that the 182MB disk drive has an embedded SCSI device 
controller and is available with or without internal terminating 
resistors as follows: 


1. Type 27-189 FO] terminated disk provided for basic system. 
2. 27-189 FO2 unterminated second disk option. 


The first (basic) disk is always the terminated functional 
variation FOl. When provided, the second disc is always the 
unterminated FO2 variation. 


1.3.6 5.25" Disk Controller (35-906) 


The 5.25" disk controller is a single board adapter providing two 
standard interfaces which enable the two Winchester-type disks to 
communicate with the IPC. The disk controller interfaces to the 
IPC over the SCSI bus and to the disk drives via the ST506 
interface. The disk controller formats both disk drives at 512B 
per sector. The disk controller also features llb error 
detection and correction capabilities, a 1kB on-board data buffer 
with parity, and internal diagnostics. 


1.3.7 0.25" Streaming Tape Drive (27-159 and 27-192) 


There are two types of tape drives available for use in Model 
3203 Systems. Functionally, both drives are identical and have 
the same main characteristics. The main differences between the 
tape drives are as follows: 


1. The type 27-159 tape drive is used in type 01-277 Model 3203 
Systems and requires the tape controller (35-905 or 35-999) 
as described in Section 1.3.8. 


2. The type 27-192 tape drive is configured in type 01-339 Model 
3203 Systems. This tape drive unit is SCSI compatible and 
has its own embedded controller. 


Both units are 0.25" streaming tape drives specifically designed 
for back-up of Winchester-type disks at a transfer rate of 
86.7kKB/s. The 0.25" streaming tape drive is capable of 
Supporting 60MB of formatted data on a 600' tape contained ina 
4" X 6" data recording cartridge. The tape drive functions in a 
streaming mode with a data density of 8kb per inch (bpi). 
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1.3.8 0.25" Tape Controller (35-905 and 35-999) 


The 0.25" tape controller is a single board streaming tape 
controller providing two standard interfaces which enable the 
tape drive to communicate with the IPC. The controller 
interfaces to the IPC via the SCSI bus and to the tape drive via 
the QIC36 interface. The tape controller is responsible for data 
encoding/decoding, tape position control and tape formatting. 
The tape controller formats the streaming tape using a QIC24 
media format which has a block size of 512B. The tape controller 
also provides 16b cyclic redundancy check (CRC) error detection 
coding, an 8k on-board data buffer, internal diagnostics and the 
capability of disconnecting from the SCSI bus during large tasks 
to allow multitasking operation. Two tape controllers (35-905 
and 35-999) currently exist. While their strapping options and 
appearances are Slightly different, they are functionally 
equivalent. To determine which tape controller has been 
installed in your system, refer to the part number stamp located 
near the edge of the controller board. For strapping and switch 
settings, see Figures 3-12 and 3-13. Note that when the 35-999 
tape controller is used, the associated IPC must be at revision 
level Rll or higher. Furthermore, if the 35-999 controller is 
used in a system having tne XELOS™ operating system, ensure that 
the revision level of XELOS is at RO2 or higher. 


1.3.9 Power Supply Board (35-903) 


The 35-903 power supply is a nonexpandable power supply contained 
On a Single PC board which connects directly into the system 
backpanel. The power supply provides two DC output voltages (P5 
and P12) to power the CPU/memory board, MPC board, IPC board, 
peripherals and fans. For domestic use, an AC cable and plug are 
provided for connection to a I120VAC, 115A power outlet. For 
international use, an AC cable is provided for connection to a 
230VAC, 6A power outlet. A plug at the outlet end has been 
excluded to permit the user to select one that complies with 
local codes. 


1.4 INTERNAL ARCHITECTURE 


Architectural block diagrams of both types of Model 3203 Systems 
are illustrated in Figure 1-3. Part a (Figure 1-3a) represents 
the type 01-277 system which has controllers that are external to 
the tape and disk drive units. The type 01-339 system (which has 
disk and tape units with embedded controllers) is represented in 
Figure 1-3b. Figure 1-3 is provided to support the following 
descriptions of the internal and external buses and the system 
Structure. 
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XELOS is a trademark of Concurrent Computer Corporation. 
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Figure 1-3 Model 3203 System Block Diagram 
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1.4.1 Central Processing Unit (CPU)/Memory and Input/Output 
(I/O) Buses 


The following sections provide a general description of the I/O 
buses, the CPU/memory buses and their functions in the system. 
As applicable, refer to the 35-864 Central Processing Unit 
CPU/Memory Board Theory cf Operation Manual for more detailed bus 
descriptions. 


1.4.1.1 Multiplexor (MUX) I/O Bus 


The MUX bus is the primary data/control channel between the 
CPU/memory board and system devices. The CPU/memory board 
initiates, monitors and responds to all system devices via MUX 
operation sequences. The MUX bus is a byte-oriented or 
halfword-oriented I/O system that can address a maximum of 1,024 
peripheral devices. 


The MJX bus consists of 27 signal lines, shown in Table 1-3, on 
coni.: er Q (CONNO) of every backpanel slot. 


TABLE 1-3 MUX BUS SIGNAL LINES 


to + 2. ee on EE e am, Ge a ae oe oF Ge oe OO ee Se eo a ee Se ae ae & ae Gr Ge Ge a aw ae CF aw GP & aw GH Ge Go GF GF Ge Gr Ge Ge a Sw Ge oe Ge Gm Gee GE OF aw 


| | | DIRECTION | 
| TYPE | MNEMONIC | PROCESSOR <-> DEVICE | NUMBER | 
| Sie es mes ee torts es ee ee) mk eae are mg. eee oan mins aoe eee Ome me Seman Genet Gees GS ae ar ata ne anes: Gn Game Seer” Gane aa meee tae Gene OS Gees; anise. aan Ge aene (OSL. Ge Shee Sel Se aR: ae SES ee, Se See: ee oes Oa ees es. a ee | 
| bocta lines | poddd:150 | <------------------- > | 16 lines | 
| | | | | 
| Control lines | ADRSO J) -------------------- > | 1 line | 
| | SRO [| ----—-~----~--~-----~--- > | 1 line | 
| | DRO itecestetntentateneatetnbanetnaatetatetes > | 1 line | 
| | DAO | -------------------- > | 1 line | 
| | CMDO testatentateteetetadetetateneranemenenates > | 1 line | 
| | RACKO/ | | | 
| | TACKO | ----- (daisy-chain)--> | 1 line | 
| | CLO70 J) -e------ + -~- > | 1 line | 
| | | | | 
| Test lines | SYNO J <----------~--------- | 1 line | 
| | ATNO | <---------~-----+------ | 1 line | 
| | HwO | <-------------------- | 1 line | 
| | | | | 
| Initialize line | SCLRO  Siikrteeteteateetenenteteatetectatetetenteteteten > | 1 line | 
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1.4.1.2 Private Multiplexor (PMUX) Input/Output (I/O) Bus 


The PMUX bus interfaces high-speed secondary storage devices such 
as disks and magnetic tapes to the integrated selector channel 
(ISELCH). In Model 3203 Systems, the ISELCH is operated in the 
high-speed handshake protocol mode for higher throughput rates 
than are achievable with the standard handshake protocol. Refer 
to the 35-864 Central Processing Unit CPU/Memory Board Theory of 
Operation Manual for more information concerning the ISELCH. 


Once the PMUX bus has been activated and interfaced to the ISELCH 
for a direct memory access (DMA) transfer, it functions in a 
completely autonomous fashion with one controller or device at 
any one time. When the PMUX bus is not interfaced to the ISELCH, 
it is placed in the idle mode and functions as an extension of 
the MUX bus. The PMUX is disconnected from the MUX bus during an 
ISELCH initialize operation. 


The PMUX bus consists of 30 signal lines, shown in Table 1-4, on 
CONN1 of every backpanel slot. 


TABLE 1-4 PMUX BUS SIGNAL LINES 
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| | DIRECTION | 

TYPE | MNEMONIC | PROCESSOR <-> DEVICE | NUMBER 
; Data lines | PDO0OO:150 | <------------------- > | 16 lines 
| | | 

| Control lines | PADRSO  Sietentetetatetatetetetetntetetanetetanete > | 1 line 
| | PSRO  Siateatenteatatectatetetetatedenetetetetenates > | 1 line 
| | PDRO  Sicatetetentahetetattenatenehetetanetenaten > | 1 line 
| PDAO  ieenteanataseatetentetetetatetetetetetatate > | 1 line 
| | PCMDO  ietetamahatatenensetanetatatatatatas > | 1 line 
| | PRACKO/ | | 

| | PTACKO [| ----- (daisy-chain)--> | 1 line 
| | PCLO70 | ee a > | 1 line 
| : SBUSYO | See ee ee enn > : 1 line 
| 

| Test lines | PSYNO Sk Sotetetehatntetetetetetetetatatanetanatas | 1 line 
| | PATNO iit Sotetatataiatetataherabaatateanatntes | 1 line 
| | PHWO |. Sena Sees sees a-o = | 1 line 
| | SENSO |  <mee wenn nnn nnn | 1 line 
! 7 SCHKO | {ee rene nnn ! 1 line 
| Initialize line | SCLRO | SP eee eee seeae- Sake > | 1 line 
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1.4.1.3 Processor Internal Buses 


The X, Y and S buses interconnect major units on the CPU/memory 
board. 


e The X bus is the destination bus containing the results of the 
operation. 


e The Y bus is the first operand bus. 

e The S bus (Sequencer bus) is used for inputting address data 
for branching, user instruction decode and loading the repeat 
counter (RPCT) in the microaddress sequencer. 

1.4.1.4 Processor/Memory Buses 


There are two processor/memory buses as follows: 


® The C bus is a 24b unidirectional bus which passes addresses 
to the virtual address register. 


® The M bus is a 16b bidirectional bus which passes data between 
the processor and memory. 


1.4.1.5 Internal Memory Buses 
There are three internal buses as defined in the following: 


® The E bus is a 16b bidirectional bus which passes data to or 
from the memory data register, ECC and the memory RAMs. 


e The MA bus is a 9b unidirectional bus which passes addresses 
from the real address bus to local memory RAMs. 


e The memory MUX bus which passes addresses from the real 
address bus to the expansion memory RAMs. 


1.4.2 Multiperipheral Controller (MPC) Buses 


The following sections provide a general description of the MPC 
buses ana their interfaces to the CPU/memory and to users. 


13543241 Multiplexor (MUX) Bus Interface 


The MUX bus interface enables the MPC to interact with the 
processor in the form of request/response signals. The MPC MUX 
bus interface consists of 26 signal lines, 16 bidirectional data 
lines, six control lines, three test lines and an initialize 
line. These signal lines are the same as those listed in Table 
1-3. Details on the MUX bus interface are provided in the 
Multiperipheral Controller (Multi-layer MPC) Installation, Theory 
of Operation and Programming Manual. 
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1.4.2.2 8-Channel Data Communications Multiplexor (COMM MUX) 


The 8-channel data COMM MUX is contained in four serial 
communications controllers on the MPC board. Each controller 
contains two full-duplex (FDX) RS-232C channels that provide an 
8-channel COMM MUX to the data sets or terminals via front-edge 
connectors 2 through 5 (CONN2:5). Any one of the eight channels 
can be asynchronous, synchronous data logic control (SDLC), 
bisynchronous (BISYNC) or monosynchronous. Any mixture of 
protocols are allowed to exist in the 8-channel COMM MUX. The 
Model 3203 will support asynchronous and synchronous combinations 
as described in Section 1.3.3. 


1.4.2.3 Parallel Line Printer Interface 


The parallel line printer interface provides the necessary logic 
for interfacing the MUX bus to a line printer. The MPC 
communicates with the line printer over eight parallel data 
lines, one strobe line, one acknowledgement line, one busy-line 
and three status lines (paper empty, fault and selected). The 
line printer interface accepts the standard 7b ASCII code and has 
the capability of converting lower- and upper-case characters to 
all upper-case if required. 


1.4.3 Intelligent Peripheral Controller (IPC) Buses 


The following sections provide a general description of the buses 
the IPC uses to interface to the CPU/memory board and to data 
Storage devices. 


1.4.3.1 Small Computer System Interface (SCSI) Bus 


The SCSI bus is an asychronous bus which interfaces the IPC to 
several peripheral devices. On the Model 3203 System, two 
Winchester-type disks and one 0.25" streaming tape are interfaced 
to the IPC board via the SCSI bus. The SCSI bus is comprised of 
18 signal lines, nine control lines, eight data lines and one 
parity line. These Signals are transmitted over an open 
collector, 5Q-conductor cable. Data transfers and handshaking 
occur at a rate of 1.2MB per second. The signals that define the 
SCSI bus are shown in Figure 1-4. 


47-087 R18 1-15 


087-3 


DATA BIT 0 (-DBO) 
DATA BIT 1 (-DB1) 
DATA BIT 2 (-DB2) 
DATA BIT 3 (-DB3) 
DATA BIT 4 (-DB4) 
DATA BIT 5 (-DB5) 
DATA BIT 6 (-DB8) 
DATA BIT 7 (-DB7) 
DATA BIT 8 (-DB8) 
DATA BUS PARITY (-DBP) 
ATTENTION (-ATN) 
BUSY (-BSY) 
ACKNOWLEDGE (-ACK) 
RESET (-RST) 
MESSAGE (-MSG) 
SELECT (-SEL) 
CONTROL/DATA (-CD) | 
REQUEST (-REQ) 
INPUT/OUTPUT (-I/O) 
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fs 


CONTROLLERS 


Figure 1-4 SCSI Signal Interface 
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1.4.3.2 Private Multiplexor (PMUX) Bus Interface 


The PMUX bus interface provides the IPC with the means to 
interact with the processor via request/response signals. See 
Table 1-5 for a list of the IPC PMUX bus signal lines. 


TABLE 1-5 IPC PMUX BUS INTERFACE SIGNAL LINES 


| | | DIRECTION | | 
| | | -=—? | | 
| | | PROCESSOR IPC | | 
| TYPE | MNEMONIC | (<=> | NUMBER | 
| Soe See oe ee ree re ee Se ae ne ee ae ae ee Oe ee Se Ce Se Se Se ON OO SS OS ee Se SS Gee aS San Se See See ae Ne et Oe Se ee Se Se a a a a Se a ae | 
| Data lines | D15-:00- | <n ene nnn > | 16 lines | 
| | | | 
| Control | ADRS- ikecetaintetatetetatatniaetaen > | 1 iline | 
| lines | CMD- | SSSSeneee=sea-= > | 1 dline | 
| | DA- L S2SSaeeeaaes a= > | liline | 
| | DR- |. SaaS ese SaaS > | 1 iline | 
| | RACK-/TACK- | -(daisy-chain)-> | 1 line | 
| | SBSyY- | --------------- > | 1 line | 
| | SR- | Sane ese eae > | 1 line . 
| Test lines | ATN- |. <SSeeeeeea Ses S= | 1 1line | 
| | HW- | <=aeee Sse sees | liline | 
| | SCHK- | (ween nen nnn n-- | 1iline | 
| | SNS- | <--------------- | 1 line | 
| | SYN- i Se atattetetetetneeeees | 1iline | 
| | BUSSW- | KeheenesoeeS=ss= | liline | 
ass Soe ee ee ee ae ee | 
| Initialize | SCLR- | See a eeHsseeao= > | ldiline | 


| line | | | | 
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1.4.4 Intelligent Peripheral Controller (IPC)/Disk and Tape 
-Interfaces 

The external tape and disk controllers interface the 27-159 tape 
drive and the 27-160 or 27-161 disk drive units to the IPC via 
the SCSI bus. Since the 27-192 tape and 27-189 disk drives 
utilize embedded SCSI controllers, they interface directly to the 
IPC over the SCSI bus. The SCSI bus consists of nine control 
Signals, eight data signals and one parity signal line. These 
Signal lines are defined in Section 1.4.3.1. 
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1.4.5 Tape Controller/Tape Drive Interface (35-905 and 35-999) 


The QIC36 interface of the 0.25" tape drive uses 22 signal lines 
to interface the streaming tape drive to the controller; 15 
Signal lines originate at the controller. The remaining seven 
Signal lines originate at the streaming tape drive. These signal 
lines, shown in Table 1-6, are defined in the SCSI Tape 
Controller Manual. 


TABLE 1-6 QIC36 INTERFACE SIGNAL LINES * 


cm amy Gam Gres GD ae GE Ge en OES GR Ge GEE Ge GP ae eee Ce © ae GH Ee a ame ae eee US Oe ow Ga OF Ew GH GH EE CFF EF ER OD GF em Om Gr jE at Ge GD GE tHe Ef Ge a ee aE GE om SP am 


| | | DIRECTION | | 
| | | ~--> | | 
| NAME | MNEMONIC | CONTROLLER/DRIVE | NUMBER | 
| | | <--- | | 
| SSS SS ee ie 8 ee ee ei ee i ie ee eo i ee ee ee ee Se Se ee wee em ee nnn cms anes aunt Gen Gane Gane Sas Gn Scan SD Sas sae ae Sat Gan Same ane Gane See ms Sone ms Sas ao | 
| Select | DSO- | --------------- > | 1 tline | 
| Reset | RST- | meee nnn > | 1 iline | 
| Go | GO- | -+------------- > {| 1 line | 
| Reverse | REV- | --------------- > | Lltline | 
| Threshold | THD- | --------------- > | liline | 
| Track 0-3 | TRO-:TR3- | --------------- > | 4 lines | 
| Write Datat | WDA+ | ~-------------- > | 1 iline | 
| Write Data- | WDA- | --~------------ > | 1liline | 
| High Current | HC--  Siteteceteteteatntetatatetateten > | 1liline | 
| Erase Enable | EEN- | --------------- > | 1 iline | 
| Write Enable | WEN-  iliostestententententestentetentententetenter > | 1iline | 
| High Speed | HSD-  Siiteteateatetentetentetenteteateten > | 1 iline | 
| Read Data | | | | 
| Pulses | RDP- | <--------------- | l1iline | 
| Upper Tape | | | | 
| Hole | UTH- | <-------------- | 1iline | 
| Lower Tape | | | | 
| Hole | LTH- | <----~---------- | liline | 
| Drive | | | | 
| Selected | SLD- | <--------------- | 1 1line | 
| Cartridge | | | | 
| In | CIN- | <-----~--------- | liline | 
| Unsafe | USF- | <--------------~ |} liline | 
| Tachometer | | | | 
| Pulses | TCH- i Sontestntentententententententetentententes | 1 line | 


i Ce Gee Ge Gen Ge GE GF ame Ge Gap GED Gee Ee Ge Gee ew ae ee ee ee ae GE ES Gate UEP te EE EH GE a eee a EE EE ow a eww ae GP Ee aw GE a aw ae OF ee OF aD EE eR ew & a & ee aw 


* Table 1-6 is only applicable to the 27-159 tape drive. 
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1.4.6 Disk Controller/Disk Drive Interface (35-906) 


The ST506 interface for the 27-160 and 27-161 disk drive units 
uses 13 control signal lines and five data signal lines to 
interface the disk drive to the controller. The signal names, 
direction and mnemonics are provided in Table 1-7. For details 
of these signal lines see the SCSI Disk Controller Manual. 


TABLE 1-7 ST506 INTERFACE SIGNAL LINES * 


o_o GE Ge Ge SF a @ ar ae am ar ee GF a= GF ar am GF G an GG G Ge aw & aH = EFF a Ge Of Ge GY oF @ Ge & GF GH GF GH GE GF Ow GH OF om GH GF SF GH a ee oO aD oD 


| | | DIRECTION | | 
| | | ---> | | 
: NAME 7 MNEMONIC ! CONTROLLER/DRIVE ! NUMBER ! 
Cate 
| = ST SS SE SS SSS SS SS SS ST SS SS SE SS SS ST SE LS ST SS SS SS SS SF LS LS SS SS SS SSS ee oo ooo | 
| CONTROL LINES | | | | 
| Drive 1 | | | | 
| Select | SEL1- | --------------- > | 1 line | 
i lyxive 2 | | | | 
| Select | SEL2- | --------------- > | 1iline | 
| Head | | | | 
| Select 0-2 | HDO-:HD2- | --------------- > | 3 lines | 
| Write Gate | WG- | --------------- > | 1 iline | 
| Seek | | | | 
| Complete | SKCPT- | <eee-- eee | liline | 
| Track 0 | TRO- | <--------------- | liline | 
| Write Fault | WFLT- | Kemer ene ene nen | l1iline | 
| Index | INDEX- i Gotetetetntenatenetanatatetetes | l1iline | 
| Ready | RDY- | <--------------- | lline | 
| Step Pulse | STEP- | eeenne nen nnnn-- > | 1liline | 
| Direction | DIR- | eee nner > | 1 line ! 
| DATA SIGNALS | | | | 
| Drive | | | | 
| Selected | SLCTD- | <--------------- | 1iline | 
| MFM | | | | 
| Read Data+t {| RD+ | <-----~--------- | 1 line | 
| MFM | | | | 
| Read Data- | RD- | <--------------- | 1iline | 
| MEM | | | | 
| Write Data+ | WD+ | SSSnea ceo eee > | 1liline | 
| MEM | | | | 
| Write Data- | WD- | --------------- > | 1iline | 


=_— eae Gee er Ge ame Ge Ee eee CE EF Go aw a GE FF @ ee GE OF FF GE = Gm Ge GF GH aD CF GE wp GS Gh Ge GF ae Ee GE GE &® Ge Be G Ga» Ge Ge GP aD oD GP OF hs OM Ge GH GS aw GP 


* Table 1-7 is only applicable for the 27-160 and 27-161 
disk drives. 
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CHAPTER 2 
MECHANICAL CONFIGURATION 


2.1 INTRODUCTION 


This chapter contains a description of the AC and DC _ power 
requirements. Also described are the mechanical components of 
the cabinet, electrostatic discharge (ESD) care and prevention, 
grounding, cooling requirements and the input/output (I/0) 
connector panel. 


2-2 AC POWER REQUIREMENTS 
Table 2-1 provides the AC power requirements for the Model 3203 


system. 


TABLE 2-1 AC POWER REQUIREMENTS 


= aw oe Gy OF ap GY ae ar Ge Ge an 6 Ge Ge ae Ge G&G am ew @ Ge Gee GF GC Ge Go Gm Ge Gr GF GH am Ge Gn GS Ge GF & aw & am 


| | DOMESTIC | INTERNATIONAL | 
| | = (120Vv) | (230V) | 


| Frequency | 47-63Hz | 47-63Hz | 
 Sentontentastentatenteteatentantndatentatatateteahetatatetetetetateatetabetetahemiahahatetetes | 
| Phase | Single | Single | 
| | 3-Wire | 3-Wire | 
| pee a nn nnn nn | 
| Input AC | | | 
| Current | 12A | 6A | 
 Retentertententetentententatetentetenteatetatetatetetetetatetetestentatateteteteteeabeteteteneten | 
| Circuit | | | 
| Breaker | | 
| Rating | 15A | 15A | 
| a nn nn rrr rrr | 
| Power Cord | | 
| Length | 3.05m (10') | 3.05m (10') | 
 Keetentertertertatasieatetetecentetennetehetenetatetateietanetetatatatetnteatatatetetatetetates | 
| Power Cord | Hubbell # | *% | 
| Plug |  5266% | | 
| NEMA Type/ | 5-15 | 6-15 | 
| Rating | 125VAC 15A_ | 250VAC 15A | 


* Or equivalent 
** Connector which complies with local codes 
to be furnished by user. 
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2.3 DC POWER REQUIREMENTS 

The following sections describe the P5 and P12 power 
requirements. The 35-903 power supply provides the following DC 
Outputs to power the processor, memory and peripherals. 


o P5 = 80A @ +5V 


Oo P12 


14.5A (startup) @ +12V 


Oo P12 


10.5A (nominal) @ +12V 
2.3.1 P5 Requirements 


Table 2-2 provides the P5 power requirements for the type 01-277 
and 01-339 Model 3203 Systems. 


TABLE 2-2 P5 POWER REQUIREMENTS 


a a eee ee Ge em ee Oe ee oe ee Oe ae aE = ow we Ce |] a a & Oe CH SH a GO aw ae ow jE ES Gh OP Ge TF EE Ge SE @ GF Ge oe & CT 6 OO US OF Be Ge GF OD & Ge OF Ft oy GF OH ow ao oF oe 


| 01-277 | 01-339 


Em ae ae eee ee ee ee ee ee ee Ge Ae Gee ee Ee Gee > Gee Ge Gee wee eee ae am ame EE aE Ge OD Ge @E one ew eeD a GD Ow OH er Co CD Ee SEF OD Gee OR ee Oe Ore Ge GE am En Gen Qe ee Oe ee ee Ere ot Ow ow 
ah te gee, ty Ge ey ee ee ee ee Gee eee Gee Gee Gee Ee Gee Gee a Gee CEN ewe ee Om Go Ce GE Ge Ge Ger Ge =e Ge aRe GEE Ge GE OD GE GR* GD Ge |= = CE Ee Ge Ge Ome Ge ee Gen GO Ge Gee Ge Oe GE EEF Eee ee a oe 


Processor/Memory Board | 25 | 25 
“Multiperipheral Controller (MPC) Board | 11 | ll 
“Intelligent Peripheral Controller (IPC) Board | 14 | 14 — 
“Spare 1/0 Slot ———t—“‘CS;S*~*~*”;””C*S;*~C*«éd ST 
“Spare 1/0 Slot ——(‘C!;*~*~*~;”;”!~C*d;#~C(<«‘( | 
0.25" Tape Drive with Controller §= | 4 | 2.2 
"5.25" Disk Drive with Controller = | 5 | ld 
“Second 5.25" Disk Drive | | 2 | ded 


a ae em ae Ge ee ew ow ane Ee Gay GE Gre aan am Gn Ge ae @ ae ee CE & ET Qe GE Gee ew GE ee eS Ge am Sh Ge @ Ge & GE ee Che Oe GD Gee Gee Se Ge Oe Ge OF Ge Ge Ge Ge Oe OD GH EF Ge GH Gm ane aw 


Any combination for these two slots providing total current is 
less than or equal to 19A for the pair in 01-277 systems, or is 
less than 25A in 01-339 systems. 


2-2 47-087 R18 


2.3.2 P12 Requirements 


Table 2-3 provides the P12 power requirements for the type 01-277 


Model 3203 System. The P12 power requirements for the 
01-339 system are given in Table 2-4. 


TABLE 2-3 P12 POWER REQUIREMENTS FOR TYPE 01-277 SYSTEMS 


— oe oo ae eT ee awe ee ae ae eee Oe Cf ee a ee ao a = a oe ao GS Oo = GF SE FS GS OF B= SE OH OH Ge Cw EE OO OF E CF OE a OF OF EF a o- = 


| | P12 (AMPS) | 
| LOAD | --~----~------~---~----~--- | 
| | NOMINAL | START-UP | 
| Sen nae Son eeen ane Ses Gs ae Gee Gen See Mee See See wee eae Mee aon San toe ee ee Le SS SE SS SS SS SS ES SS SS SSS SS SS SS SS SS Ss Se | 
| 0.25" Tape Drive | | | 
| with External Controller | 2.5 | 1.0 (300ms)* | 
| --------------------~------------------- --------- | 
| 5.25" Disk Drive | | | 
| with External Controller | 3.5 | 5.0 (10-30s) | 
| --------- - nr ren | 
| Second 5.25" | | | 
| Disk Drive | 3.5 | 5.0 (10-30s) | 
| ----------------------------- --- = - | 
| Fan Assembly | 1.0 | 3.5 | 


om ae Cee Gee ame Ce OE ae Ge eae GP Gum Ge eee GE Gee BOY ew Gm Gee Ge Ge ae a= Gew GP a = aE GF ae Ge GF GF a SP GF GE a GF GF ar GH are GEE ae GE a ar ann a 


* Less than 1.0A while disks are at 5.0A peak (the 
tape drive starts up after the disks have dropped 
to 3.5A) 


TABLE 2-4 P12 POWER REQUIREMENTS FOR TYPE 01-339 SYSTEMS 


eT aw aw oe &F ar G@ GF aw GE GE > aD GF ae 2 ee GE an GP aw GF GE Ge ae ae Ge ae GS GS ae eo = aE GF aw Oe OF aD Oe OD GS = aE OF GH OF GE = eH = 


| | P12 (AMPS) | 
| LOAD 2s eee eee eae ------------- | 
| | NOMINAL | START-UP | 
| sam come ee Gee Swe cao See SOS See See Seen Se Se Gee See See See ee ee See Se SS Se Se Ss Se NS See See Se ee NS ae SS Sine Se Se See Se See ew oe See See See Sees on eee Geen Se | 
| 0.25" Tape Drive | | | 
| with Embedded Controller | 2.6 [| 1.0 (300ms)* | 
I a ala aaa la a da | 
| 5.25" Disk Drive | | | 
.| with Embedded Controller || 2.4 | 4.5 | 
(Hee SS ee ae a ee ee ee ee eS | 
| Second 5.25" | | | 
| Disk Drive with Embedded | | | 
| Controller | 2.4 | 4.5 | 
| mm rn rr rrr nn nn nr renner nena | 
| Fan Assembly | 1.0 | 3.5 | 


= aun ae aew OF DO CE ew GF aE GF aw GE a GF an Ge Ee E2* G@ Gs ae C= Ge Ge GF ae GH Ge 6 am G&G ae @ am @* ae OF ae GS GE & a SP am Ew Ge a GE aw an 


* Less than 1.0A while disks are at 4.5A peak (the 
tape drive starts up after the disks have dropped 
to 2.4A) 
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2.4 GROUNDING 


AC ground is connected to chassis ground on the cabinet by 
connecting a 17-747 ground strap between the line filter and the 
Chassis as shown in Figure 2-l. 


AC ground is connected between the power supply and chassis 
ground through the cover plate mounting hardware at the upper and 
lower guide trays. AC grounding for the transformer frame and 
shield is maintained through the hardware which mounts the power 
Supply printed circuit (PC) board to the chassis. 


DC ground is isolated from AC ground throughout the system except 
at a single point where the backpanel is mounted to the chassis. 
This unipoint ground location is shown in Figure 2-1 and 
Information Drawings 01-277 D12 and 01-339 D12. 
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087-05-2 


UNIPOINT GROUND 
CONNECTOR (AC TO 
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(REF.) 


CPU 
35-864 F XX 


MPC 
35-910F01 


IPC 
35-918 


OPTIONAL 
PRINTER CABLE 
CONNECTOR 


COMM MUX 
CABLE 
17-738F03 


l= 
a; \ : 


COMM MUX 
CABLE 
17-738F02 


J2 240 V DC 
(INT’L.) 


COMM MUX 
CABLE 
17-738F01 


J1120V DC 
COMM MUX 
CABLE 
17-738 


COMM MUX 
CABLE (EXT.) 


= POWER CORD ed 
17-733 (DOMESTIC) 


17-756 (INTERNATIONAL) 


Figure 2-1 System Grounding 
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CABLE FAN POWER 


POWER SUPPLY 34-045 
FAN 12V DC (2) 


CABLE AC INTERNAL 


GROUND STRAP 


INTERCONNECT PCB 


2.5 ELECTROSTATIC DISCHARGE (ESD) PROCEDURES 


The discharge of electrical charges can damage many of the 
components in electronic equipment. To prevent any damage from 
ESD, the following static control procedures are recommended 
using field service kit 45-111 F24. This kit consists of a 24" 
X 24" conductive work surface, a 10' grounded cable with a 
l-megohm resistor, a 6' extended coil cord with a 1-megohm 
resistor and two sizes of elastic wrist straps. The ESD field 
service kit is shown in Figure 2-2. 


087-6 


GROUND CABLE 
ALLIGATOR CLIP 


COILED CORD WITH 
IMEGOHM RESISTOR 


ey Tok vei 


WRIST STRAPS | MALE SNAP OF 
CONDUCTIVE COILED CORD 


MALE SNAP OF FEMALE SNAP WORK SURFACE 


GROUND CABLE OF FEMALE SNAP OF 
SURFACE WORK SURFACE 


Figu:e 2-2 ESD Field Service Kit 
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2.6 


Before performing any work on the Model 3203 System, open 
the field service kit and lay out the conductive work 
surface in a location where it is convenient to work. 


Attach the male snap of the ground cable to one of the 
female snaps on the conductive work surface. Attach the 
alligator clip of the ground cord to a grounded surface, 
preferably the unipoint ground connection on the system 
backpanel. 


Fasten the coiled cord to the work surface. Slip on the 
elastic wrist band that fits snugly on your wrist and fasten 
the band to the coiled cord via the snap. Make certain that 
the wrist strap is on exposed skin since contact between the 
interwoven metallic strands on the inside of the band and 
your wrist is crucial to dissipation of static electricity. 


You are now safely grounded and can begin work. Note that 
any boards to be installed should be stored in approved 
antistatic or conductive bags. Open these bags at the 
immediate site of the field service kit only. Placing the 
bag on the work surface or holding it, when properly 
grounded through the wrist strap, eliminates any external 
charges. You should also wrap the replaced board in a 
conductive’ bag. If a suitable bag is not available, wrap 
the board in the conductive surface provided with the kit. 
This will suffice until a suitable bag is obtained. 


Please keep in mind that the board is only static safe if 
the following conditions are adhered to: 

e the board is in an approved antistatic or conductive bag, 
e the board is properly installed in the unit, 

@ the board is on the grounded work surface, and 


@e the board is being held by properly grounded personnel. 


ENVIRONMENTAL GUIDELINES 


This section provides the recommended temperature and humidity 
ranges required around the equipment for trouble-free operation. 
Clearance for equipment access is-not critical if the Model 3203 
cabinet can be moved from its location for maintenance and 
equipment repair. 


e Temperature: 


15°C to 30°C (59°F to 86°F) 
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@e Temperature rate of change: - 2.5°C per hour (5°F per hour) 
@e Relative humidity: 
~ 20% to 80% noncondensing 
@® Humidity rate of change: 
- 5% per hour 
e Heat dissipation: 
- 2458 BTU/hr (2592 kilo-Joules per hour) 
@ Equipment area clearance: 


Sufficient clearance area is required behind the cabinet’ to 
allow for the cables connected into the rear of the cabinet. 


2.7 MECi: «ns ICAL COMPONENTS 


This section describes the basic system cabinet for the Model 
3203 System. Figure 2-3 shows the frame substructure with 
placement of support rails and chassis guide trays. Figures 2-4 
and 2-5 show the basic system cabinet structure consisting of 
frame substructure, base, front cover, rear cover and side 
panels. Figures 2-6 and 2-7 show front and rear views of the 
basic cabinet. 


The front and rear covers are secured to the bracket cover mounts 
with one #8-32 Phillips head screw, preinstalled on each side of 
the cabinet. To install the front and rear covers, hook the 
lower tabs of the panels into the base and pivot the cover 
forward until the tabs slide onto the mounting screws. Tighten 
the mounting screws. The front and rear covers’ should be 
installed prior to the installation of side panels to provide 
access to the mounting screws. Figure 2-4 shows the installation 
of front and rear covers. 


The side panels are secured to the base with two #8-32 screws for 
each side, which may be installed in the side panel prior to 
mounting. To install the side panels, hook the two screws onto 
the base and pivot forward to seat the upper tabs into the slots 
provided in the frame and tighten the screws as shown in Figure 
2-5. . 


NOTE 
Ensure that the grounding clips contact 


front, side and back panels when side 
panels are mounted. 
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087-08-2 MOUNTING SCREWS 


(TO SECURE 
FRONT AND REAR FRONT 
COVERS) (4 PLS) COVER 
FRAME 
REAR SUBSTRUCTURE COVER TABS 
COVER (SLIDE ONTO 
Sate MOUNTING 
SCREWS) 
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i 
4\ 


i> 
i 


{ 


LOWER TABS 
(2 EACH COVER 
HOOK ONTO BASE) 


BASE 


Figure 2-4 Front and Rear Cover Installation 
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087-09-1 


SLOTS FOR UPPER TABS 


UPPER TABS 


(2 EACH SIDE) 
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a ae BACK PANEL 


MOUNTING SCREWS 
(2 EACH SIDE) 


BASE (HOOK ONTO BASE) 


Figure 2-5 Side Panel Installation 


SIDE PANEL 
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Figure 2-6 Basic System Cabinet (Front View) 
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087-11-2 15 IN. BOARD ADAPTER 


FRAME 
SUBSTRUCTURE 
(rn, | 
TAPE DRIVE 
SUPPORT MOUNTS LL 
POWER SUPPLY 
- iy ASSEMBLY 
DISK DRIVE —— 34-045 
SUPPORT MOUNTS | ae | 
hay 
BACKPANEL - 
cHassis _|| 2 a 
GUIDE TRAY | | : 
FAN MODULE——}-—— 
09-170 
BASE 


1/0 CONNECTOR 
PANEL 35-907 


Figure 2-7 Basic System Cabinet (Rear View) 
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2.8 COOLING 


The cabinet is designed to allow cooling and ventilation, using 
room ambient air for heat generating components. 


The 09-170 modular fan assembly consists of two 11.7cm x 11.7cm 
(4.6" x 4.6"), 94 CFM, 12VDC fans. The fan assembly is mounted 
to the guide tray, with four #4-40 hex-head self-tapping screws, 
directly below the chassis. Air is pulled into the cabinet 
through the perforations at the bottom of the side panels, forced 
upward through the cabinet and exits at the perforations at the 
top of the side panels. The base of the cabinet extends 1.5" on 
either side providing sufficient clearance area for air 
Circulation. 


NOTE 


The fans should be checked periodically 
for proper operation as they are not 
monitored electronically. 


2.9 INPUT/OUTPUT (I/0) CONNECTOR PANEL 


An I/O connector panel is mounted at the rear of the cabinet to 
provide a convenient interface between internal and external 
cables. A 35-907 interconnect PC board, connects (in copper) 
internal connectors Jl through J8 with external asynchronous 
jacks J1A/B through J8A/B. Internal connectors J7 and J8 are 
also connected to the four 15-pin external connectors J7C/D and 
J8C/D (asynchronous or synchronous). For details on the 35-907 
interconnect board, see Functional Schematic 35-907 DO8. 


The base of the cabinet and the rear cover provide cutouts for 


external cables to exit the cabinet. The I/O connector panel is 
Shown in Figure 2-8. 
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Figure 2-8 I/O Connector Panel (35-907) 
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CHAPTER 3 
INSTALLATION AND SYSTEM CONFIGURATION 


3.1 INTRODUCTION 


This chapter provides system installation information including: 
recommended cabinet location, cabling, strapping, and initial 
setup/startup procedures. Basic information for the various 
system options is also provided and the interrupt priority 
arrangement is described. 


Note that this chapter covers installation of type 01-277 and 
01-339 Model 3203 Systems, which are defined in Section 1.2 and 
Table 1-1. Some of the information in this chapter is common to 
both types of systems. However, the cabling and strapping 
information has some significant differences. Therefore, to 
avoid confusion, cabling and strapping is covered in separate 
sections for each type of system. 


See Section 3.4 for information on cabling for an 01-277 system 
and Section 3.5 for an 01-339 system. Strapping is detailed in 
Section 3.6 for an 01-277 system and Section 3.7 for an 01-339 
system. 


Cabling and strapping information for the type 01-339 system that 
is the same as the 01-277 system is not repeated in Sections 3.5 
and 3.7. Instead, simple references are made to Sections 3.4 and 
3.6 aS appropriate. 


3.2 SYSTEM LOCATION 


The Model 3203 System cabinet is designed to be located anywhere 
in an office environment but it is recommended that the cabinet 
be out of the mainstream of traffic. The base of the cabinet 
provides 1.5" on either side of the cabinet for necessary air 
flow. It is recommended that additional space be allocated 
around one side of the cabinet to provide access to the side 
panel screws. Environmental recommendations are provided in 
Section 2.6. 
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3.3 BOARD CONFIGURATION 


Figure 3-1 shows the system backpanel of the Model 3203 System 
cabinet and the location of the boards in the cabinet. Slot 5 is 
dedicated to the power supply board; slot 4 is dedicated to the 
central processing unit (CPU)/memory board; slot 3 is dedicated 
to the multiperipheral controller (MPC) board; and slot 2 is 
dedicated to the intelligent peripheral controller (IPC) board. 
Slots 1 and 0 are reserved for optional boards. 


087-13 
SLOT! SLOT3 stotsL6_] 
SLOTO SLOT2 
| 
Gk 
OPTIONAL POWER SUPPLY 
|/O BOARDS BOARD 
N 
CPU /MEMORY 
BOARD 


IPC MPC 
BOARD BOARD 


Figure 3-1 Model 3203 Backpanel Layout 
(As Viewed From Back Of Cabinet) 


3.4 CABLING FOR TYPE 01-277 SYSTEMS 


The following sections (3.4.1 through 3.4.6) provide cabling 
information for the type 01-277 Model 3203 System. See Figure 
3-2 and Information Drawing 01-277 D12 for diagrams of the system 
cabling. -- ) 
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Figure 3-2 01-277 System Cabling Diagram 
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DC power processor/memory buses 1-14 
cabling Interrupt priority 3-29 
01-277 system IPC 
01-339 system buses i-15 
P12 power requirements cabling 3-4 
P5 power requirements Gdisk and tape 1-17 
Diagnostic support interfaces 1-8 
PMUX 1-17 
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strapping 


Line printer 
interface 
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Mechanical components 
Memory expansion 
options 
MPC 
board 
cabling 
buses 
COMM MUX 
line printer 
MUX bus interface 
channel configuration 
COMM MUX 
line printer interface 
LSU 
options 


PIC/LFC 
strapping 
Multiperipheral controller. 
See MPC. 
Multiplexor bus. 
MUX bus 
Signal lines 


See MUX. 
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Options 
additional disk drive 


additional MPC 
EDLC 


memory expansion 
ULI 


VDU 
P,Q,R 
PMUX bus 
interfaces 


Signal lines 
Power supply 


AC power 

DC power 

high voltage logic 
input filter capacitor 
input fuses 

input rectifiers 
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Power supply (Continued) 
inrush current limiters 
line filter 
low voltage logic 
Output Signals 
overcurrent and 

overvoltage protection 
PWM 
specifications 
strapping 
transformer 
Pulse width modulator. See 
PWM. 


SCSI 
Signal interface 
SCSI bus 
interfaces 
Small computer system 
interface. See SCSI. 
Strapping 
CPU/memory 
disk controller 
Gdisk drive (27-160 and 
27-161) 
disk drive (27-189) 
IPC 
MPC 
power supply 
system 
type 01-277 
type 01-339 
tape controller (35-905) 
tape controller (35-999) 
tape drive (27-159) 
tape drive (27-192) 
Streaming tape drive 
features 


cabling 
type 01-277 
type 01-339 
equipment complement 
type 01-277 
type 01-339 
layout 
basic cabinet 
type 01-277 
type 01-339 
location 
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Tape controller 
Strapping (35-905) 
strapping (35-999) 

Tape controller/tape drive 
cabling 
features 
handshaking signals 
interface 
Signal lines 
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Troubleshooting sequence 5-1 


U 
ULI 
options 3-27 
4-18 
Unit descriptions 
control panel 1-2 
Universal logic interface. 
See ULI. 
VisW,X,Y,2 
VDU 
options 3-28 
4-17 


Video display unit. See VDU. 
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3.4.1 Intelligent Peripheral Controller (IPC) Cabling 


The following small computer system interface (SCSI) bus’_ signal 


cable is required to connect the IPC board to the disk and tape 
controllers. 


@® 17-737 127cm (50") ribbon cable. Connector Pl plugs into 
connector 2 (CONN2) on the front of the IPC board, plug P2 
connects to Jl of the SCSI/QIC36 tape controller (35-905), 
connector P3 plugs into J7 on the SCSI/ST506 disk controller 
(35-906) and plug P4 terminates at system backpanel connector 
J6. 


3.4.2 Disk Controller/Disk Drive Cabling 


The following cables are required to connect the SCSI/ST506 disk 
controller (35-906) to the disk drive. 


@ 17-727 €7.3cm (26.5") ST506 daisy-chain ribbon cable. Plug Pl 
connects to J3 on the disk controller and plug P3 connects’ to 
Jl on disk 0. P2 is not connected for a_ single disk 
configuration. When a second disk drive is configured into 
the cabinet, plug P2 is connected to J1 on disk 1 at the time 
of that configuration. 


@® 17-728 FOl 67.3cm (26.5") S7T506 radial-data ribbon cable. 
Connector Pl plugs into Jl on the disk controller and 
connector P2 mates with J2 on disk 0O. 


@ 17-728 FOO 52.5cm (21") ST506 expansion-disk signal cable. 
This cable is used when a second disk drive is configured into 
the cabinet. Plug Pl connects into J2 on the disk controller 
(35-906) and connector P2 mates with J2 on disk l. 


3.4.3 Tape Controller/Tape Drive Cabling 


The following cable is required to connect the SCSI/QIC36 tape 
controller (35-905) to the tape drive. 


@ 17-726 5.08cm (2") QIC36 tape interface cable. Connector Pl 
Plugs~- into J2 on the tape controller and plug P2 connects to 
Jl on the 35-915 transition printed circuit (PC) board mounted 
to the tape drive. For details of the 35-915 transition 
board, see Functional Schematic 35-915 C08. 


3.4.4 Multiperipheral Controller (MPC) Board Cabling 
The user peripheral controllers or terminals are connected to the 


MPC via the 34-pin, front-edge CONN2:5. Each connector’ services 
two full-duplex (FDX) channels: 
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CONN2 = channels 0 and 1 
CONN3 = channels 2 and 3 
CONN4 = channels 4 and 5 
CONN5 = channels 6 and 7 


The line printer interfaces to the MPC via the 34-pin front-edge 
CONN6E. 


The following internal cables are required to connect the MPC 
board to the input/output (1/0) connector panel. 


@ 17-738 FOO 17.8cm (7") communication multiplexor (COMM MUX) 
cable. This cable is connected between front-edge CONN2 on 
the MPC board and connector Jl on the I/O connector panel. 


e 17-738 FOL 27.9cm (11") COMM MUX cable. This cable is 
connected between front-edge CONN3 on the MPC board and 
connector J2 on the I/O connector panel. 


e 17-738 FO2 35.6cm (14") COMM MUX cable. This cable is 
connected between front-edge CONN4 on the MPC board and 
connector J3 on the I/O connector panel. 


e@ 17-738 FO3 40.6cm (16") COMM MUX cable. This cable is 
connected between front-edge CONN5 on the MPC board and 
connector J4 on the I/O connector panel. 


This configuration allows for asynchronous operation only since 
internal connectors Jl through J6 on the I/O connector panel are 
connected only to asynchronous external connectors JI1A/B- through 
J6A/B. For synchronous operation or te run remote diagnostics, 
one of these cables must be connected from MPC front-edge 
connectors 2 through 5 (CONN2:5) to internal connector J7 or J8 
on the I/O connector panel. The 17-738 Fxx cable supports both 
synchronous and asynchronous operation. Cabling for the second 
MPC board is described in Section 3.9.3. 


3.4.5 AC Power Cables 


This section describes the power cables which distribute AC power 
through the system. Figure 3-3 shows the power cabling for’ type 
01-277 systems. 


@ 17-733 289.6cm (114") 13A, 125VAC domestic power cable. This 
cable has a 3-wire female plug that connects to the 15A line 
filter and a 3-wire 15A, 125VAC connector (NEMA reference 
5-15) which connects into an appropriate wall receptacle. 
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@ 17-756 289.6cm (114") 6A, 250VAC international power cable. 
This cable has a 3-wire female plug that connects to the 15A 
line filter. No connector is provided at the other end of 
this cable to allow the user to provide a connector which 
complies with local codes. 


@ 17-732 40.6cm (16") internal power cord. For domestic 
(120VAC) use, this cable connects from the 15A, 250VAC line 
filter to Jl (AC IN) located on the 35-903 power supply board. 
For international use (230VAC), this cable connects from the 
line filter to J2 (AC IN) located on the 35-903 power supply 
board. Figure 3-3 shows the location of these connectors on 
the power supply board. 


NOTE 


The Model 3203 System should have a 
separate AC circuit. Other electrical 
devices on the same circuit can cause 
power surges. 


3.4.6 DC Power Cables 


The following DC power distribution cables are required to carry 
DC power between the power supply and the system major 
assemblies. Also included is a description of the control panel 
cable. Figure 3-3 shows this cabling. 


e 17-731 fan power cable. This cable connects both fans to 
connector Jl on the system backpanel. 


@ 17-724 50.8cm (20") control panel cable. This cable is 
connected between the control panel and the system backpanel. 
Plug Pl is connected to the control panel and plug P2 is 
connected to J5 on the system backpanel. 


e 17-734 FOO 5/12VDC controller power’ cable. This cable 
connects the system backpanel to both the disk and tape 
controllers. Plug P4 is connected to J4 on the system 
backpanel. Plug P1-A is connected to J3 on the _ tape 
controller (35-905) and plug P1-B is connected to J4 on the 
GQisk controller (35-906). 


e 17-758 5/12VDC power cable. This cable connects the system 
backpanel to both the disk and tape drives. Connector P3 is 
connected to J2 on the system backpanel. Connector P1-A is 
connected to J3 on disk 0 and connector P1-B is connected to 
J3 on the tape drive. 


e 17-734 FO1l 5/12VDC expansion disk power cable. This cable is 
used if the system is configured with a second disk drive. 
Plug P2 is connected to J3 on the system backpanel and plug Pl 
is connected to J3 on disk l. 
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CONTROL PANEL 
CABLE 17-724 


TAPE CONTROLLER 


TAPE DRIVE 


UNIPOINT 


GROUND 
CABLE, 5/12 VDOC POWER 
734 


DISK EXPANSION 1 
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CABLE, 5/12VDC POWER, 
DISK EXPANSION 


4 6J2 240V AC 17-734F01 (REF.) 


b (INT'L) 


CABLE, 5/12VDC 
(PERIPHERAL) 
17-758 


J1120V AC 


§ CHASSIS 
BACK PANEL 
a 


CABLE FAN POWER 17-731 
POWER SUPPLY 34-045 


FAN 12V DC (2) 


CABLE AC INTERNAL 
17-732 


GROUND STRAP 
17-747 


LINE FILTER 


a : INTERCONNECT PCB 
35-907 
a POWER CORD 
17-733 (DOMESTIC) 


17-756 (INTERNATIONAL) 


Figure 3-3 01-277 System Power Supply Cabling 
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3.5 CABLING FOR TYPE 01-339 SYSTEMS 


The following sections (3.5.1 through 3.5.4) provide cabling 
information for the type 01-339 Model 3203 System. Refer to 
Figure 3-4 and Information Drawing 01-339 D1l2 for diagrams of the 
cabling for this system. 
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Figure 3-4 01-339 System Cabling Diagram 
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3.5.1 IPC/Disk and Tape Drive Cabling 


In type 01-339 systems, a single daisy chain cable with four 
connectors provides the required link between the intelligent 
peripheral controller (IPC) and the tape and disk drive _ units. 
This link represents the SCSI signal bus. 


The IPC cable (17-927) is a 50 conductor ribbon cable and is 
about 105cm (41.3") in length. Connector Pl plugs into connector 
2 (CONN2) at the front of the IPC board; plug P2 connects to Jl 
on the tape drive unit; plug P3 mates with the connector at_ the 
back of the second disk drive (disk 1), when provided, and; plug 
P4 mates with the 50 pin connector at the rear of disk drive 0. 


3.5.2 Multiperipheral Controller (MPC) Board Cabling 


All cabling and cable routing for the MPC in the type 01-339 
system is identical to the cabling described for the 01-277 type 
system. Refer to Section 3.4.4 and Figure 3-2 for this 
information. 


3.5.3 AC Power Cables 


The AC power cables and cable routing for the type 01-339 system 
is the same as that described for in Section 3.4.5 for the 01-277 
type system. Refer to Figure 3-5 for details. 


3.5.4 DC Power Cables 


The DC power cables and cabling is functionally the same as_ that 
described in Section 3.4.6 for the 01-277 type system. The main 
Gifference is that the DC cables for the type 01-339 system 
connect directly to the disk and tape drive units which have 
embedded controllers as illustrated in Figure 3-5. 
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Figure 3-5 01-339 System Power Supply Cabling 
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3.6 STRAPPING FOR TYPE 01-277 SYSTEMS 


The strapping and switch setting requirements for the various 
units of the type 01-277 Model 3203 System are described and 
illustrated in Figures 3-6 through 3-14. Some of these figures 
are common to the type 01-339 system while others are unique to 
the type 01-277 #42system. Figures 3-6 through 3-9 pertain 
(respectively) to the following units that are common to both 
types of systems; the CPU/memory, the MPC, the IPC and the power 
Supply boards. Figures 3-10 through 3-14 pertain to units that 
are unique to the type 01-277 system. These include strapping 
for the SCSI/ST506 disk controller, the 27-160 and 27-161 drives, 
the SCSI/QIC36 tape controller, and the 27-159 tape drive. Refer 
to Section 3.7 for information that is specific to the type 
01-339 system. 


3.7 STRAPPING FOR TYPE 01-339 SYSTEMS 


The strapping and switch setting requirements for the units of 
the type 01-339 Model 3203 System are defined and illustated in 
several figures ,some of which are common to the type 01-277 
system. These are defined in the following: 


e Figures 3-6 through 3-9 pertain to units that are common to 
both systems as described in Section 3.6. 
e Figures 3-15 and 3-16 pertain to the strapping for the _ type 


27-189 disk drive and the 27-192 tape drive which are unique 
to the 01-339 type system. 
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APPROX E1 
STRAPPING 
LOCATION 
FOR MOO VAR 
APPROX E1 
STRAPPING 
LOCATION 
CONN4 | CONN3 FOR MO1 VAR 
| SIZE | CPU | PAL FUNCTIONAL VARIATION | STRAP | MEMORY | 
| OF | BOARD | REQUIRED AT LOCATION: | LOCATION El | SIP | 
| MEMORY | FUNCTIONAL |----------------------------------- | ------------- | P/N | 
| (IN MB) | VARIATION | A07 | AO 8 | A09 | MOO | MO] | REQUIRED | 
| 0.5 | 35-864F00 | 19-339F06 | 19-339F07 | 19-339FO01 | 1-2 | 1-3 | 19-326 | 
Pit ceee wat ae ewe eee Se wee kee ae eee oe ee ee ee eee am ema | 
| 1 | 35-864F01 | 19-339F06 | 19-339F07 | 19-339F02 | 1-2 | 1-3 | 19-326 | 
| ----~-~----------------~--~---------- +--+ ------ +--+ =~ -- +--+ -------------------- | 
| 2 | 35-864F05 | 19-339F09 | 19-339F10 | 19-339F03 | 1-3 | 1-2 | 19-517 | 
| 4 | 35-864F06 | 19-339F09 | 19-339F10 | 19-339F05 | 1-3 | 1-2 | 19-517 | 
NOTE 


The CPU board is configured at time of shipment. 
This table is to be used as a guide to verify 
factory configuration. 


Figure 3-6 CPU/Memory Board (35-864) Strapping 
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« 53 
a 
: 
& 
6. 
CONN4 [| CONNS | CONN2 
*FACTORY SET 
1. LED 
Status: ON - Failed power up diagnostics as 
OFF - No board clocks. 
Flash - Normal operations. 
2. Baud Rate (SW1l & SW2) 8 
There are four possible ‘groups' of baud rates for the COMM MUX ports, selectable by 
these switches. 
BAUD RATE GROUP SELECTION 
l | sSw2 1 Swi | DATA 8 | DATA 9 | a l 
| GROUP | CLKD | CLKC | CLKB | CLKA | RATE { 
[esesescecceeseecsscsessesseesescssssessseeseeress== | 
\ } ON | ON | o | o | 50 | 
! 0 1 ON | ON | 0 | 1 | 110 1 
| | on { on | 1 I 0 | 300 | 
{| ON [| ON | 1 l 1 1 1,200 | 
wm een - ee He He ew em mew mw www oe ewe ee ee a ee we ee eee ee | 
| i; ON | OFF | o | o | 75 | 
} 1 | ON | OFF | o | 1 | 134.5 | NOTE 
l | ON [ OFF | 1 : 0 } 2,000 | 
| | ON | OFF | » | 1 | 3,600 | ; : Ne 
[een eee eee es Meee teat ethos ere eee | Dipswitch positions 1 through 8 
\ | OFF | ON | o 4 o | 150) i U 
ae oe ee ee oD a 4 G0. 4 correspond directly to the COMM MUX ; 
l | OFF | ON | 2 | 0 | 4,800 4 Ports O through 7. : 
| | OFF | ON | 1 | } { 9,600 I 
|-------------------------------------------------- 
\ | OFF | OFF | o 4 o tt 1,800 | 
} 3 | OFF | OFF | o | 1 | 2,400 | 
| | OFF | OFF | <i o | 7,200 4} 10. 
| | OFf | OFF | 1 | 1 {19,200 | 
ON=0 
OFF=1 
3. COMM MUX Data Set Status (SW 3 through SW 6) 11 


Switch 3 controls COMM MUX ports 0 and 1, switch 4 controls ports 2 and 3, switch 
5 controls ports 4 and 5 and switch 6 controls ports 6 and 7. 


a. 


on SW3 through SW6 


For normal operation, switch positions 1, 2, 3 and 5,6,7 
should be OFF and switch positions 4 and 8 should be ON. 


b. 


8-Channel Data COMM MUX Address Switch (Sw 8) 


a. Normal Position: Set rotary switch for hex '1* (Base Address=Hex 10) 
i 


Line Printer Enable/Disable (E19) 


a. Normal Operation: No strap installed. (Enable printer). 

If two MPC's are used (preferrably one populated and one unpopulated version), 
this strap should be installed on the MPC in the highest priority slot and NOT on 
the MPC in the lowest priority slot. Line printer should then be connected to 
lowest priority MPC. 


b. 


i 
1 


Printer Addressing (SW7) 


a. Preferred address; '62'. 
‘Dip’ switch positions should see 
li}~2t13 1415/6174 8 
ON |OFFIOFF| ON] ON| ONIOFF| ON 


Line Printer Upper-Case /Lower-Case (E18) 


No strap installed. (Allows lower-case and upper-case letters to be 


printed. Strapping forces to upper-case letters.) 


a. Normal: 


LSU Enable/Disable (E20) 


a. Normal Operation: No strap between pins 100 and 200 (enable). Strap between 
100-7 and 200-7 disables LSU. 
b. There are two different versions of copper, ROO and RO1, for the MPC board in the 


Model 3203. 
Strapping for the ROO copper version: 


® To activate the external LSU (A26A), remove the strap between 203-7 and 100-7. 


e To activate the internal LSU, install a strap between 203-7 and 100-7. 


Strapping for the RO1 copper version: 


To activate the external LSU (A26A), remove the strap between 200-7 and 201-7. 
install a strap between 200-7 and 201-7. 


e 
e To activate the internal LSU, 


Hardware Communication Assist. (E8). 


a. Normal: Wire wrap 1 to 2 and 3 to 2 (disabled). 


Precision Interval/Line Frequency Clocks (E21) 


Default to clock addresses 06C and 06D. 
5, also pins 6 and 8.) 


a. Normal Operation: (Wire wrap pins 3 and 


To deactivate PIC/LFC: Wire wrap pins 1 and 2. 


b. 


External Service Aides (E27) 


Two service functions are provided by these pins: 


a. 
1}. External clear (resets SPC) ~- Momentarily connect pins 2 and 3 together. 
2. Enable internal sync clocks - W,1e wrap pins 1 and 2. together. (Testing 


only). 


NOTE 


When used in a type 01-399 
System or in a type 01-277 
System that has a 35-999 
tape drive controller, the IPC 
board must be at revision 
level R11 or higher. 


CONN4 


SCS! CONNECTOR/ 


* FACTORY SET 


TEST CONNECTORS 


1. IPC Base Address (Loc. 24E) 
OFF ON 


(1) gery | 16 (G17 Wr 8) 
( 2] a | 15 (BIT wr 4) 


BASE AOORESS ( 3] Co | 14 (IT Wr 2) 
(4) es 13 (BIT WT 1) 


a. Normal Settings: Base Address - Switch for 'D' (Hex). 


2. SCSI Address/High-Speed Protocol (Loc. 08D) 


OFF ON 

(1 16 (BIT WT 4) 
SCS! ADDRESS (2 IS (BIT WY 2) 

{3 14 (BIT WT 1) 


HIGH SPEED PROTOCOL {——| 9 


a. Normal Position: SCSI Address - Switch for '7' (Hex). 
High-Speed Protocol - Switch ‘ON' enable 


3. DRAM Timing (Loc. E15/16) 


a. Normal Position: DRAM timing is strapped at factory. 
(Factory use only) 


Figure 3-8 IPC Board 
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10. 
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12. 


Ge 


Bus 


a. 


WYLMGL FCYUDLLAVUIGS ONVULLENY LHe pins a@t GL wilt S©xEcute a “test Clear’. 


Clear (Loc. E4) 


Normal position: Shorting the pins at E4 will execute a ‘SCSI' Bus Reset 
(factory use only). 


SCSI Bus ‘Reset’ Inhibit (Loc. E7) (factory use only). 


SCSI Bus ‘Reset’ Test Point (Loc. E2) 


a. 


IPC 


a. 


Normal Operation: Test point carries the SCSI Bus ‘reset' signal. 


Clock (Loc. E13) 


Normal position: Strapped. (Clock enable). 


Refresh Clock (Loc. E19) 


a. 


Normal position: Strapped. (Clock enable). 


Test Points (Loc. &3) 


a. 


E3 is a test point on the microprocessor's address strobe. 


Dynamic Random Access Memory (DRAM) Parity Strapping (Loc. E14) 


a. 


DRAM parity is normally strapped at pins 1 and 2. 


High-Speed Protocol Strapping. 


a. 


When the IPC is operating through a I/O switch, E17-1 should’ be strapped to 
E18-2. When not transferring through a I/O switch, El17-1 should be strapped to 
E18-1. 


Display Port/(CONN3) 


The Hex Display Port is a 4-digit hex display that provides error codes for the 
IPC (optional test aid required). 


(Located near CONN3) 


This LED is an indicator of a potentially bad IPC. During initial power up/self 
test of the IPC, it remains lit for approximately 5 seconds. There after, it 
will ‘blink’ at a speed relative to the activity on the IPC. If after the self 
test period the LED again remains lit, it indicates a probable IPC ‘hard' 
failure. (Bad board). 


(35-918) Strapping 
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1. Line Voltage - High (F1) 

a. Incoming voltage - high side. 15A fuse. 
2. Line Voltage - Low (F3) 

a. Incoming Voltage-Neutral can be monitored at R118. 
3. Bridge Diode Output (F2) 

a. Output of bridge rectifier, D101. 10A fuse. 
4. P5 Margining Switch (S1) 

a. Used to ‘'bias' P5 either plus (+) or minus (-) for testing purposes. 
5. Incoming Voltage - Domestic (Jl) 

a. Plug output of line filter here for 120VAC use. 
6. Incoming Voltage - International (J2) 

a. Plug output of line filter here for 240VAC use. 
7. Consolette Power On/Off Signal (TP1) 

a. Test point for scoping power on/off signal from consolette. 
8. Signal Ground (TP6) 

a. Test point for power supply signal ground. 
9. LED (P12) 

a. P12 drives the DC fans. 

Figure 3-9 Power Supply Board (35-903) Strapping 
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087-23 3] 
C5 LED 


LOtt tH 
NORMAL © 


R118 
AC NEUT 


l. Parity Checking Strap (JM1) 


e Enable (strap these two pins). 


uUnDYr Ow 
HOO 


| 
| 
|®@ @ Disable (strap these two pins). 
ee P P 
}J1 


Normal Postion: Enable. (May have PC in enable position.) 


2. SCSI Bus Address Selection. 


BOARD EDGE 
[==] 0 [scsx $ 


“IOV Om WD 


Normal Position: Strap both address '0' positions using straps provided with board, 
or use wire wrap. 


3. Pot factory set. Do not touch. 


Figure 3-10 SCSI/ST506 Disk Controller (35-906) Strapping 
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RP1 RP2 


we te 
¥ 


SERVO (BOTTOM) 
BOARD 


DATA (TOP) 
BOARD 
J 


1. Option Shunt Block. RP2 (P/N 45-134 FO2) 


RADIAL ---- 1 16 ---- 1 16 

AUTO ACCESS ---- 2 15---- 2 15 

(3 14--- (3 14 

(4 13 (4 13 
DRIVE ADDRESS --- (5 12 --- (5 12 (BIT WT. 8) .3 
(6 11 (6 11 (BIT WT. 4) .2 
(7 10 (7 10 (BIT WT 2) .1 
(8 9 (8 9 (BIT WT 1) .0 

DRIVE 0 DRIVE 1 
NOTE 


Shunt block has ‘wire' bridges. Left uncut enables the function. 
Cutting the bridge disables the function. 
a. Normal Positions: Radial - Always inactive, cut bridge between 1 + 16. 


Auto Access -Is a factory function and is normally cut. With the bridge uncut 
between 2 and 15 the drive will run a series of random seeks. 


Capacity I.D.- Leave factory set 
Drive Address- Address plugged for '0' cut the following: 
7 to 10 


6 to ll 
5 to 12 


2. Terminator (RP1) 
a. .Normal Position: Always installed in drive 0. Drive 1 (when present) is not 


--to be terminated in any case. : 


3. Offset Adjustment (R9) 


a. Normal Position: Preset at factory for servo system null. 


4. Servo Gain Adjustment (R11). 


a. Normal Position: Leave factory set. 


Figure 3-11 Disk Drive (27-160 and 27-161) Strapping 
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O87 21 


1. Parity Checking strap (JP5). 


Disable (strap these two pins) —___~—_e 
@ 


Enable (strap these two pins) 


BOARD EDGE 


Normal Position; Enable. (May have PC in enable position.) 


2. SCSI Bus Address Selection 


BOARD EDGE 


“OV Ol im W bo 


e @ e°@ 
ee 


Normal Position: Strap both address '5' positions using 
straps provided with board, or use wire 
wrap. 


—— 


3. Pot factory set. Do not touch. 


4. Straps 


a. Other straps are factory preset. 


Figure 3-12 SCSI/QIC36 Tape Controller (35-905) Strapping 
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NOTE 


o—- 


tr 
t 

= 
ey 


at R02 or higher. 


Ar,~ ff 


c 
a 


7: 


FIN 4 


Do not install or use the 
35 999 tape controller un 
less the associated IPC is 
at Revision Level R11 or 
higher. Additionally, if 
the 35 999 controller is 
installed in a system using 
the XELOS operating sys 
tem, ensure that the re 
vision level of XELOS is 


1. Reset option (JP1) 
[+ «| strap in place 
2e Margin select (JP2) 
e e no strap 
3. Terminator power (JP3) 
4. Prom size (JP4) 
e 
f°) strap 2 to 3 
5. SCSI bus address and parity selection (JP5) 
§ 7 6 5 4 3 2 1 
e e e t 
e e @ @ 
PM L 
er AS  § 
RB B 
FACTORY a 
SET y SCSI ADDRESS 
The normal address for this device is '5', Strap pins 1 and 
3 (binary) using the jumpers provided with the board or using 
wire wrap. 
Parity is normally enabled. Strap pins 4. 
6. Resistor packs (RP1 and RP3) - Must not be installed. 
Pigure 3-13 SCSI/QIC36 Tape Controller (35-999) Strapping 
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@ 


Dyorn ow? 


@ @ 
W3 U6 | el wea 


e 
- Pint © TPI (3) 


ADAPTER (TOP) BOARD DATA (BOTTOM) BOARD 


1. Drive Addressing (Pins WO through W3 and C) 
a. Allows drive addressing from '0' to ‘3’. 
b. Normal Position: Strap WO to C using vendor supplied straps or wire wrap. 
{Address '0') 
2. LED Operation (Pins W4 through W5 and C) 
a. Enables or disables LED on front of drive to illuminate when drive is selected. 


b. Normal Position: Strap W4 to C using vendor supplied straps or wire wrap. 
(Illuminates LED when selected.) 


3. Test Point 1 (TP1) 


a. Normal Operation: Can use test point to scope drive read data, if desired. 


4. Terminators (U3 & U6) 


a. Normal Position: Terminators should be installed in both positions. 


5. Read Amplifier Gain (R28) 


a. Normal Position: Preset at factory. 


6. Read Amplifier Null (R1) 


a. Normal Position: Preset at factory. 


7. Drive Motor Tach Gain (R2) 


a. Normal Position: Preset at factory. 
NOTE 


Rl, R2 and R28 should NOT be adjusted 
by the Field. They are preset by 
Vendor and are presented for 
reference only. 


Figure 3-14 Tape Drive (27-159) Strapping 
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(INSTALLED a Cay 
ON DISKO ONLY) = 32s PIN 1 - 


&. 
77 ARROW PIN 1 
~~ IDENTIFIER 


c. Jumper Configuration for Disk 0 (Terminated) 


\ 


ue 
\O 


087-78 


¢/ 


/ 
/ 
(_¢ 


TERMINATOR POWER SOURCE SELECT 


\_£ 


ID PARITY 
SELECT JUMPER 


MOTOR START 
OPTION 


a. Jumper, Terminator and I/O Cable Location/Identification 


087-76 d. Jumper Configuration for Disk 1 (Unterminated) 


M = Motor Start Option:- Motor starts on command when M is 
jumpered, otherwise, the disk motor starts on power up. The 
start on command option is not used in Model 3203 Systems. 


2-0 = Drive Select Positions:- Permits jumper selection of 
one of eight drive numbers (0-7). Uses binary code (4,2,1) 
with MS bit at left. Positions 2 (binary 4) and 1 (binary 2) 
are never used in Model 3203 Systems, which have a maximum 
complement of two disk drive units. 


P = Parity Check:- Parity check for the disk drive is enabled 
when the P jumper is’ installed. This is the normal 
configuration for Model 3203 Systems. 


TP = Terminator Power Source Select:- When jumpered at 
vertical TP position, receives +5V terminator power from 
source connected to J2 (the system P5 supply). The 


horizontal TP jumper position is shown for reference only, 
and is never used in Model 3203 Sytems. 


b. Drive ID/Option Select Header (J4) Configuration 


47-087 R18 Figure 3-15 SCSI 182MB Disk Drive (27-189) Strapping 


TEST ONLY 


PC BOARD SWI-1 THRU-8 
UBASIC DRIVE 


4 PC BOARD OFF (0) 
ON (1) 
8 6 3 2 1 


P1 (17-758) PWR 


CABLE FROM 7 5 4 
P5/P12 /\ /\ / 
PARITY CHECK FACTORY SET SCSI ID=5 
(NORMALLY ON) AT OFF. DO NOT : FOR 3203 SYSTEMS 
CHANGE FOR 
ANY REASON. 


ee c. Address and Option Switch Setup 


CONTROL AND 


J2. DC POWER CONN 
peenmce Jumper JP] = Removed (Off):- Bus Termination Power Option. 
Not applicable in Model 3203 Systems. Only the last device 
. to Locati on the daisy chain requires terminating resistors, The tape 
ae ee PSemeece Sonne ee eee SENG drive is the first device and is always accompanied by the 
first disk (0) which is configured as the last device on the 
ms daisy chain. 
ADDRESS SELECT : 

SWITCH $1 Jumper JP3 = Installed (On):- OEM Setup, Undefined. CO NOT 

(SEE PART C) REMOVE FOR ANY REASON. 
LED3 Jumper JP5 = Removed (Off):- Hard/Soft Reset Option. When 
LED4 : 4 installed, causes the tape drive to perform a hard power up 
8 1 type reset when the reset signal on the SCSI bus is asserted. 
ABABEBAB 1 The Soft Reset Option (JP5 removed) enables the drive to 

ON 


remove itself from the bus and perform an orderly halt (soft 


Swi reset) to any operation it is executing. 


re et JPS eau 
(OFF) 


FRONT 


ae d. Jumper Configurations/Descriptions 
JP3 
Cee dion) 


COMPONENT SIDE 


SCSI INTERFACE 


TERMINATOR CONNECTOR 
PACKS U27,U41 
(MUST BE REMOVED, POWER SUPPLY CONNECTOR 


IF INSTALLED) (LOCATED ON LOWER PCB) 


»  Formatter PC Board General Layout 


Figure 3-16 SCSI Tape Drive (27-192) Setup and Strapping 
| 
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3.8 INITIAL SETUP/STARTUP PROCEDURE 


The Model 3203 System has an automatic loading feature which 
provides the user with the means of loading the operating system 
without operator intervention. The operating systems available 
with the Model 3203 System are OS/32 and XELOS. OS/32 is 
Concurrent Computer Corporation's’ proprietory operating system 
and XELOS is based on a UNIX® operating system. 


The automatic loading procedure is as follows: 


Ls If the operating system exists on the tape cartridge and not 
on DISK1 or DISK2, insert the streaming tape cartridge into 
the tape drive. 


2.4 Switch on DC power by placing the ON/OFF switch on the 
control panel to the ON (1) position. When the power is on, 
the bootstrap loads the initial program load (IPL). The IPL 
provides automatic loading operation with progress messages 
displayed on the local console. The preferred load devices 
are selected from those devices that exist under the IPC. 
These load devices are: 


SCSI DISK 1 
SCSI DISK 2 
SCSI TAPE 


ce The IPL runs a basic confidence test and an initial 
configuration check on the IPC. If there is a hard IPC 
Failure, a default menu is displayed which provides a list 
of devices from which an operating system could be loaded. 
If no errors occur, the following message is displayed and 
the IPL attempts to load the operating system named 
DEFAULT.OS from the first disk in the system. This name is 
valid for both the OS/32 and XELOS operating systems. 


CONCURRENT COMPUTER CORPORATION IPLO06-298F01 RXX 
All Rights Reserved Copyright 19686 
BASIC CONFIDENCE TEST COMPLETE 


IPC INITIAL CONFIGURATION CHECK OK 
DEV=SCSI DISK 1 


UNIX is a registered trademark of A.T. & T. 
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At this point, a ten second delay loop is provided for 
Operator intervention if desired. If the operator depresses 
the asterisk (*) key or the carriage return (RETURN) key, 
the timeout is aborted and the program proceeds with the 
Current selection. If the operator depresses the BREAK key 
On the console, the automatic loading procedure is 
overridden and the standard menu is output. If there is no 
Operator input after ten seconds, the IPL proceeds with the 
current selection and the following message is output: 


VOLUME=XXXX 
FILE NAME = DEFAULT.OS 


A ten second delay loop is again provided to allow for 
operator intervention. AS previously stated, if either the 
asterisk (*) key or return (RETURN) key is depressed, or 
there is no operator intervention for ten seconds, the IPL 
attempts to load the operating system. If the operating 
system is found, it is loaded and the following message is 
displayed on the console: 


LOAD COMPLETE 


and control is transferred to the operating system. Jf the 
operating system is not found, the IPL proceeds to search 
the second disk as indicated by the following message 
displayed on the console. 


FILE NOT FOUND 
DEV=SCSI DISK 2 
VOLUME = XXXX 

FILE NAME=DEFAULT.OS 


If no second disk is configured in the system, the IPL 


prints the following message and proceeds to search the 
tape. 


UNRECOVERABLE ERROR ON DEVICE ea STATUS = YY 
DEV=SCSI TAPE 
FILEMARKS= 
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If the system is configured with two disks, the IPL now 
searches the second disk for DEFAULT.OS. Again the IPL 
provides two 10 second delay loops for operator 
intervention. If the operating system is found, the message 
LOAD COMPLETE is displayed and control is transferred to it. 
If the operating system is not found the IPL proceeds to 
search the tape for the operating system as indicated by the 
following message displayed on the console. 


FILE NOT FOUND 
DEV=SCSI TAPE 
FILE MARKS= 


6. When loading from the tape, no particular operating system 
name is sought. After the FILEMARKS = prompt is displayed, 
a ten second delay loop is provided to enable the operator 
to specify a decimal number indicating at what filemark the 
IPL is to begin loading. For example, if the operator 
enters a 2 after the FILEMARKS = prompt, the operating 
system is loaded from the record following the second 
filemark. If no decimal number is specified, the IPL loads 
from the first file on the streaming tape. As soon as the 
Operating system has been loaded, control is transferred to 
it. Subsequent screen activity depends on the operating 
system. 


If no operating system has been found, a default menu is 
displayed which provides a list of devices from which you 
could load an operating system. 


3.9 SYSTEM OPTIONS 


The following sections provide information on memory expansion, 
the second disk, the second MPC, the Ethernet data link 
controller (EDLC) and universal logic interface (ULI) boards. 


3.9.1 Memory Expansion 


The memory capacity of the 01-277 Model 3203 System ranges from 
512kB to 4MB of directly addressable MOS memory. The 01-339 
system has a minimum capacity of 2MB and is expandable to 4MB. 
When using the 256kb x 1 single in-line packages (SIPs) (19-326) 
the CPU/memory board can be configured with either 512kB or I1MB 
of memory. When using the 1024kb x 1 SIPs (19-517), the 
CPU/memory board can be configured with either 2MB or 4MB of 
memory. 
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There are two rows provided on the CPU/memory board for memory. 
When using the 256kb SIPs (19-326), each row contains 0.5MB of 
memory. When using the 1024kb SIPs (19-517), each row contains 
2MB of memory. A summary of the memory configurations with 
necessary strapping and programmable array logic (PAL) changes 
are shown in Figure 3-6. 


Note that current Model 3203 Systems are provided with 2MB or 4MB 
of memory uSing the 1024kb SIPS. The smaller increments of 
memory, uSing the 256kb SIPS, are no longer offered. The 
information concerning the 256kb SIP configurations is retained 
in this manual to satisfy the requirements of earlier users. 


3.9.2 Second Disk Drive 


When a second disk drive is configured into the system, mount it 
in the cabinet directly above the first disk drive. Secure the 
drive to the disk mounts with four #6-32 x .25in phillips head 
screws and lock washers. Then, install and/or connect the 
necessary cables, as applicable. 


Signal cabling for the expansion disk drive is described in 
Section 3.4.2 for type 01-277 systems and Section 3.5.1 for type 
01-339 systems. 


DC power cabling for the expansion disk drive is described in 
Section 3.4.6 for type 01-277 systems and Section 3.5.4 for type 
01-339 systems. 


3.9.3 Second Multiperipheral Controller (MPC) Board 


The second MPC board can be installed in the first available I/O 
slot (slot 1 or slot 0) and connects into the MUX bus on the 
CONNO side of the backpanel. When two MPCs are configured in the 
system, the line printer interface is enabled only on the - second 
MPC board in the system. 


To facilitate cabling for the second MPC board, relocate the 
cables for the first MPC board at the I/O connector panel as 
follows: 


@ Move Pl connectors at Jl, J2, J3 and J4 to J5, J6, J7 and J8. 


e Change the Communication Multiplexor cable (17-739) from 
position 1A to position 5A. 


After relocating the cabling for the first MPC board, install the 
cables provided with the second MPC board as outlined in Table 
3-1. In all cases, cable connector Pl mates with the specified 
connector (CONNn) on the MPC board, and P2 mmates with the 
specified connector (Jn) on the I/O Panel. 
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TABLE 3-1 SECOND MPC BOARD CABLING 


om eT eae a &ee @= ass @ a= Ge Ge Ow OT Ge Ge BY OF Ge Ge = Gwe Ge Ge a= aw BH ee @~ GE Ga Ge GF a am @& GE G2 aw GF GE aw Ge Gh aw Gh GY @ GG aD Ge @ a Ge & Ge @ Ge oC ow om ww 


| | INTERCONNECTIONS | 
| COMM MUX CABLE | LENGTH  |-n------------ - -- --- ---- | 
| | MPC BOARD | I/O PANEL | 
Smmsmm cee eee ere er SEES SSSR E See eS RSS eS SSS Sse sess ssscas | 
| 17-738 FOO } 17.8cm (7") | CONN2 | Jil | 
a tantesntentetentatadantetetentenenten | ------------- -- - | --- - - - | --- - - ---- --- = | 
| 17-738 FOl | 27.9cm (11") | CONN3 | J2 | 
mae | ---------------- | ---- |---| 
| 17-738 FO2 | 35.6cm (14") | CONN4 | J3 | 
toate eaten etna | ------------- | ee ----- = | 
| 17-738 FO3 | 40.6cm (16") | CONNS | J4 | 


Gm Gap Que Gee Ge Gee G2 om Ges Ge GH Ge Gee Ge Ge @ Gm G&G Ge GF Ge aw GE Ge Game GE Ge Ge Gm Ge Gwe Gm Gw Ge a= ow Gwe Gee Ge Ge am Ge Ge GF aw Ge @ GG a= Ge Ge Ge Ge @ Ge ar GG aw Ge a= ow 


3.9.4 Ethernet Data Link Controller (EDLC) 


The Ethernet controller (32-217) is built on a 38.1lcm x 38.1cm 
(15in x 15in) PC board with the Ethernet protocol module (EPM) 
mounted on it. The EDLC can be installed in the first available 
T/O slot (slot 1 or slot 0) and connected to the private 
multiplexor (PMUX) bus on the CONN] side of the backpanel. 


Refer to the Series 3200 Ethernet Controller Installation and 
Theory of Operation Manual for instructions to connect cable 
17-785 and for strapping details of the EDLC board. 


3.9.5 Universal Logic Interface (ULI) Board 


The ULI (35-860) is configured on one 37.5cm (15in) board that is 
Givided into two halfboard sections. One section contains 
general-purpose interface logic components that allow users with 
compatible device controllers to interface directly to the 
system. The other section provides a halfboard wire-wrap field 
which allows the user to construct a compatible device controller 
to interface user peripheral equipment to the system. 


The ULI can be installed in either available I/O slot (slot 1 or 
slot 0) and connects to the PMUX bus on the CONNI side of the 
backpanel. 


For details of the ULI board, see the Universal Logic Interface 
(ULI) Installation, Theory of Operation and Programming Manual. 
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3.9.6 Model 6100 or Model 6312 Video Display Unit (VDU) 


External signal cable 17-739 FXX connects the Model 6100 or Model 
6312 VvDU to the Model 3203 System. The designation FXX 
representS a functional variation (F) of the part number that is 
unique to cable length requirements. Where XX can be a number 
from 00 through 99. The 17-739 FXX cable is equipped with a 
standard 25-pin RS232 connector which plugs into the modem 
connector at the rear of the VDU monitor and a keyed modular 
connector which plugs into one of the asynchronous’ connectors 
J1-A/B through J8-A/B on the I/O connector panel. The VDU being 
used as the system console should be connected to connector J1-A 
on the I/O connector panel as shown in Figure 3-17. 


087-24 
COMM MUX 
CABLE 
17-738F03 


COMM MUX 
CABLE 
17-738F02 


COMM MUX 
CABLE 
17-738F01 


COMM MUX 
CABLE 
MODEL 6100 OR 6312 VDU 17-738 
( REAR VIEW) 


KEYBOARD 


MODEM AUXILIARY COMM MUX 


CABLE (EXT.) 


17-739 
Za AC POWER 


Pigure 3-17 VDU Cabling 
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3.10 INTERRUPT PRIORITY 


The acknowledge (ACK) control line, from the CPU/memory board in 
the vertical chassis, carries the interrupt ACK signal. This 
line breaks into a series of short lines at each device 
controller in the chassis slot to form the daisy-chained 
priority. The ACK signal must pass through every controller 
equipped with interrupt control circuits in a serial fashion. 


Backpanel wiring for interrupt control at a given position is as 
follows. The received ACK (RACKO) is input at pins 122-0 and 
122-1 and the transmitted ACK (TACKO) is output at pins 222-0 and 
222-1. The daisy-chain bus is formed by a series of line 
segments that connect TACKO at pins 222-1 and 222-0 of a given 
slot to RACKO at pins 122-1 and 122-0, respectively, of the next 
slot (lower priority). Slots unequipped with controllers are 
bypassed by Berg-type jumpers that short pin 122-1 and pin 122-0 
to pin 222-1 and pin 222-0, respectively. Backpanels are wired 
with Berg-type jumpers on all slots. Therefore, whenever a 
chassis slot is equipped with a controller that requires 
interrupt capability, the Berg-type jumper between pin 122-1 and 
pin 222-1 and/or the Berg-type jumper between pin 122-0 and pin 
222-90 must be removed at that slot according to installation 
instructions for that controller. 


NOTE 


Do not discard these jumpers. The 
Berg-type jumpers removed from active 
slots should be stored on pins 131 or 132 
of the same slot. See Figure 3-18 for 
jumper the storage area, 


When the PMUX bus, which is wired down the CONN1 side of the 
chassis, is idle, it serves as an extension of the MUX bus. 
During PMUX operation, MUX bus RACKO/TACKO operates on the CONNO 
side of the backpanel and the PMUX bus RACKO/TACKO operates 
independently on the CONNI1 side of the system backpanel. 


Figure 3-18 shows an example of the interrupt priority wiring; 
the arrows indicate the direction of priorities. Slot 3 on the 
CONNO side of the backpanel has the highest priority. Slot 0 on 
the CONN1 side of the backpanel has the lowest priority. When 
PRACKO is generated by the CPU for the PMUX bus, slot 3 on _ the 
CONN1 side has the highest priority and slot 0 on the CONN] side 
has the lowest priority. The last slot of the MUX bus must have 
TACKO wired back to slot 4, pin 122 on the CONN] side of the 
backpanel. 
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SCS! BUS 
TERMINATOR’ 


122 222 122 222 PMUX 
BUS 
TERMINATOR 


RACKO TACKO 
JUMPER 
STORAGE 


MUX 
BUS 


TERMINATOR 


122 222 


CONNO 


* SCSI BUS TERMINATOR COMPONENTS (J6 AND RM1—RM3) 
ARE NOT INCLUDED ON THE TYPE 01-339 MODEL 3203 SYSTEMS 


Figure 3-18 Interrupt Priority Backpanel Wiring 
(As Viewed From The Front Of The Cabinet) 


3-30 47-087 R18 


CHAPTER 4 
THEORY OF OPERATION 


4.1 INTRODUCTION 


This chapter provides a detailed description of the major 


assemblies and the overall system theory of operation. Also 
included is a description of the system options. 


4.2 CONTROL PANEL 


The control panel for the Model 3203 System contains an ON/OFF 
Switch, a red LED power indicator and a red LED fault indicator. 
Control panel details are shown on Functional Schematic 
35-902 BO8. 


@ ON/OFF (1/0) SWITCH 


DC Power is applied to the system when this switch is in the 


ON (1) position. AC power is present whenever the AC power 
cable is plugged into an AC wall receptacle. 


@ POWER INDICATOR 


This LED lights when the ON/OFF switch is in the ON position 
and the 5VDC power is present. 


@ FAULT INDICATOR 


This LED lights when the power is turned on and remains lit 
while the basic confidence and memory tests are running. The 
LED goes out on successful completion of the self-tests. If 
the processor seif-test fails, the LED remains lit. The fault 
indicator also lights when an invalid condition, referred to 
as a system BOMB, occurs. System BOMBS are associated with 
the microinterrupt logic as described in the 35-864 Central 
Processing Unit CPU/Memory Board Theory of Operation Manual. 


4.3 CENTRAL PROCESSING UNIT (CPU) /MEMORY BOARD 


The 35-864 central processing unit (CPU)/memory board is a 
single-board processing unit with an on-board memory. It has a 
built-in single and double precision floating point, provides 
user and memory interface and manages all system input/output 


(I/O). 
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The CPU board is comprised of six functional units: control, 
execution, memory, power up/down, consolette interface and I/O. 


These six units are synchronized by a 5MHz clock (200ns_ cycle). 
This cycle is divided into four 50ns states (0 to 3) with most 
microinstruction execution being completed within one cycle. 
These four states are used to divide the operation into two or 
more tasks. 


The following sections (4.3.1 through 4.3.6) provide a brief 
overview of the functional units identified above. Refer to the 
35-864 Central Processing Unit CPU/Memory Board Theory of 
Operation Manual for detailed functional descriptions and circuit 
analysis. 


4.3.1 Control Unit 

The control unit contains the control store (CS), control 
register (CR), microaddress sequencer, N register (NR), condition 
code multiplexor (CCMUX), instruction registers, macrointerrupt 
and microinterrupt circuitry. 


4.3.2 Execution Unit 


The execution unit contains an arithmetic logic unit (ALU), a 
parallel multiplier, a variety of registers and a constant 
progammable read only memory (PROM). 


4.3.3 Memory 

The CPU/memory board supports up to 4MB of directly addressable 
main memory by using 256kb random access memory (RAM) technology. 
When using 64kb RAMs, on-board memory is limited to 1MB. 

The memory unit contains the address registers, memory address 
translator (MAT), error check and correction (ECC), error logger, 
direct memory access (DMA) word counter and memory refresh. 

4.3.4 Input/Output (1/0) Interface 

The CPU/memory board incorporates two communications buses. The 
man/machine multiplexor (MUX) bus and the machine/machine private 
multiplexor (PMUX) bus. 

@ MUX bus 


The MUX bus can address up to 1,023 medium-speed devices such 
as printers, consoles, card readers, etc. 


@ PMUX bus 
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The PMUX bus interfaces high-speed secondary storage devices 
such as disks and magnetic tapes to the integrated selector 
channel (ISELCH). The PMUX bus Supports five device 
controllers. Once the PMUX bus has been activated and 
interfaced to the ISELCH for a DMA transfer, it functions in 
a completely autonomous fashion, with one controller or device 
at any one time. When the PMUX bus is not interfaced to the 
ISELCH, it is placed in the idle mode and functions as an 
extension of the MUX bus. 


The ISELCH interfaces with the PMUX and provides for DMA 
transfers. 


4.3.5 Consolette Interface 


The consolette logic section of the CPU/memory board interfaces 
a consolette to the processor. The interface circuitry generates 
three macrointerrupts and a single instruction mode signal. 


4.3.6 Power Up/Down 


The power up/down section of the CPU/memory board monitors both 
the P5 and P5U voltage levels and generates power fail signals, 
which are sent to the consolette interface logic. These signals 
are gated with other signals to generate power fail interrupts. 


4.4 MULTIPERIPHERAL CONTROLLER (MPC) 


In the Model 3203 System, the MPC board provides eight FDX RS232C 
interfaces for eight user devices or terminals. The first MPC 
(35-910-F01) provides the precision interval clock/line frequency 
Clock (PIC/LFC), an LSU with a watchdog timer and a parallel line 
printer interface. When two MPC boards are configured ina 
system, the line printer interface is activated only on the 
second MPC board (35-910 FO2). 


The following sections describe the major functions of the MPC in 
further detail. 

4.4.1 Data Communications Multiplexor (COMM MUX) 

The 8-channel data COMM MUX consists of four serial communication 
controllers. Fach controller contains two independent 
full-duplex channels and provides the following features: 


@e A crystal oscillator 


e A first-in/first-out (FIFO) buffer with quad receive/dual 
transmit capabilities 
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e Channel operation can _ be asynchronous, synchronous OY 
monosynchronous 


Refer to Sections 1.3.3 and 1.4.2.2 for more information 
concerning COMM MUX features and permissable combinations of 
synchronous and asynchronous channels. 


4.4.2 Loader Storage Unit (LSU) 


The primary function of the LSU is to automatically load into the 
computer's memory, upon initialization, a bootloader program 
stored on nonvolatile EPROM. The IPL bootloader program 
automatically loads the operating system from the disk or tape. 
For details of the automatic loading procedure, see Section 3.8. 


The watchdog timer feature is included in the LSU which, when 
enabled by the program, has the capability of initializing the 
processor. Under normal operating conditions, the timer is reset 
by a software generated output command prior to the preset 
time-out delay. If the program fails, time-out occurs and the 
restart sequence is initiated. The watchdog timer may also be 
used to restart the user program upon restoration of the power 
after a power failure. 


4.4.3 Precision Interval Clock/Line Frequency Clock (PIC/LFC) 


The MPC clock timer is a versatile timer consisting of two 
independent clock devices, the PIC andthe LFC. Both clocks 
provide timer controlled processor interrupts but have different 
timing mechanisms. The LFC is derived directly from the AC power 
line and has a fixed clock rate equal to twice the line 
frequency. The user has no control over the LFC other than to 
Gisable, enable or disarm interrupts. The PIC, although derived 
from an 8MHz crystal oscillator, is dynamically variable through 
program control. 


4.4.4 Line Printer Interface 


The MPC line printer interface is designed to operate any line 
printer with a Centronics-compatible I/O scheme. The line 
printer interface supports both upper- and lower- case 
characters. If the system is configured with multiple MPC 
boards, only the line printer interface on the lowest priority 
MPC board is activated. 


For details on the MPC board, see the Multiperipheral Controller 


(Multilayer MPC) Installation, Theory of Operation and 
Programming Manual. | 
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4.5 INTELLIGENT PERIPHERAL CONTROLLER (IPC) 


The IPC board (35-918) is designed to provide a major portion of 
the data management required by the peripherals by minimizing 
processor intervention in I/O operations. The IPC interfaces 
with the PMUX bus at the maximum allowable speed, then releases 
the bus to other controllers when not transferring data. The IPC 
interfaces to the disks and tapes over the small computer system 
interface (SCSI) bus. 


The IPC is divided into two sections. The first section, called 
the local IPC processor (LIP), is responsible for management of 
the two buses and overall I/O operation control. The second 
section, called the data transfer engine (DTE), consists of two 
DMA engines, buffer array control, PMUX bus interface and SCSI 
bus Signal generation. The DTE is’ responsible for all data 
transfers between the two buses. 


For details on the IPC board see the [Intelligent Peripheral 


Controller (IPC) Installation, Theory of Operation and 
Programming Manual. 


4.6 5.25" DISK DRIVE UNITS 


There are three 5.25" disk drive units available for use in Model 
3203 Systems as described in Section 1.3.5. The first two 
(27-160 and 27-161) are operated in conjunction with the 35-906 
external controller described in Section 4.7. For information 
concerning the characteristics of the 27-160 and 27-161 disk 
Grives, refer to Section 1.3.5.1. 


The third disk drive unit (27-189) has an embedded SCSI 
controller and interfaces directly with the IPC. Refer to 
Section 1.3.5.2 for all pertinent characteristics of this device. 


The following description of the electrical interface applies to 
the 27-160 and the 27-161 disk drives (51.4MB and 85MB units, 
respectively). Similar information for the 182MB disk drive unit 
(27-189) is covered in the vendor documentation for that device 
and in the 47-136 SCSI Installation, Operation and Programming 
Manual. 


The electrical interface to the disk drive is divided into three 
categories: control signals, data signals and DC power. All of 
the control lines are digital: in nature (open collector) 
transistor-transistor logic (TTL), and either input signals to 
the drive or output signals to the controller via interface 
connector J1/Pl. The data transfer signals are differential in 
nature and provide data to either write to, or read from the 
Grive via J2/P2. Figures 4-1 and 4-2 provide handshaking between 
the disk drive andthe disk controller. Details of the 27-160 
and 27-161 disk drive units are given in the vendor manual 
provided for those devices. 
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4.7 DISK CONTROLLER (35-906) 


The 35-906 disk controller is a single board controller which 
provides standard SCSI and ST506 interfaces for the 27-160 and/or 
27-161 Winchester-type disk drives. This controller is external 
to the 27-160 and 27-161 disk drives and is not used in 
conjunction with the 27-189 disk drive which has an embedded SCSI 
controller. 


The IPC communicates with the disk controller via the SCSI 
interface while the 27-160 and 27-161 drive units require an 
ST506 interface. The disk controller serves as an adapter which 
converts the SCSI signals from the IPC to the ST506 signals 
recognized by the associated drive unit. This controller is 
capable of operating two disk drive units simultaneously and 
formats them to a 512B per sector format. For details of the 
35-906 disk controller, see the SCSI Disk Controller Manual. 


4.7.1 Small Computer System Interface (SCSI) 

The SCSI interface provides the means of interfacing the disk 
controller to the IPC board via the SCSI bus. 

4.7.2 Disk Drive Interface (ST506) 

The ST506 interface consists of two connectors, data and control. 
The data connector establishes the serial data link between the 
controller and the disk drive. The control connector establishes 


the required signals for changing cylinders, selecting different 
heads and returning disk drive status signals. 
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Figure 4-1 27-160 and 27-161 Disk Drive Control Signals 
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Figure 4-2 27-160 and 27-161 Disk Drive Data Signals 
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Figure 4-3 Tape Controller/Drive Handshaking Signals 
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4.8 0.25" TAPE DRIVE UNITS 


There are two types of tape drives available for use in Model 
3203 Systems as defined in Table 1-1 and Section 1.3.8. 
Functionally, both units are the same. The 27-159 tape drive is 
provided in type 01-277 Model 3203 Systems which use a SCSI/QIC36 
tape drive controller to satisfy the interface requirements of 
the drive unit. The 27-192 tape drive is self-contained, having 
its own embedded device controller. Therefore, it is used ina 
type 01-339 system which is configured without the SCSI/QIC36 
controller. 


The 0.25" tape drive is a high-performance streaming tape drive 
which can store up to 60MB of formatted data on a 600' cartridge. 
The drive operates on +5VDC (P5) and +12VDC (P12). 


The tape drive functions in a streaming mode with a data density 
of 8,000 bits per inch (bpi). Recording is done in a serial 
recording format which provides constant tape motion and very 
Short interblock gaps with minimal format overhead. Handshaking 
Signals between the 35-905 tape controller and the 27-159 tape 
drive are illustrated in Figure 4-3. Since the 27-192 SCSI tape 
drive controller is embedded, controller to drive handshaking for 
that unit is not defined herein. 


Information on tape handling and care is provided in the Model 
3203 System Owners Manual. Detailed information for the 27-159 
tape drive can be found in the vendor 0.25" Streaming Tape Drive 
Manual. For details of the 27-192 tape drive, refer to the SCSI 
Tape Drive Installation and Operation Manual. 


4.9 TAPE CONTROLLER (35-905 and 35-999) 


The streaming tape controller (either 35-905 or 35-999) provides 
standard SCSI and QIC36 interfaces for the 27-159 tape drive unit 
and is not used in conjunction with the 27-192 tape drive which 
has an embedded SCSI controller. See Section 1.3.8 for further 
unit identification. 


The IPC communicates with the tape controller via the SCSI 
interface while the streaming tape drive (27-159) requires a 
QIC36 interface to communicate with the tape controller. This 
controller serves as an adapter between the IPC SCSI interface 
and the tape drive QIC36 interface. 


All information on the tape is accessed in sequential blocks. 
The 0.25" tape drive uses a QIC24 media format which has a block 
size of 512B. The read and write format (QIC24) is selected at 
the beginning of the tape and must be adhered to for the entire 
tape. 


For more information concerning the tape controller, refer to the 
appropriate SCSI Tape Controller Manual. 
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4.10 POWER SUPPLY 


The Model 3203 System power supply, shown in Figure 4-4, consists 
of one 35-903 printed circuit board which provides +5V at 80A and 
+12V (P12) at 10.5A. The power supply board is contained in a 
metal enclosure and connects into CONNO, slot five of the 
backpanel. 


Table 4-1 provides the general specifications for the Model 3203 
System power supply board. 
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Figure 4-4 Model 3203 System Power Supply Board 
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TABLE 4-1 MODEL 3203 SYSTEM POWER SUPPLY SPECIFICATIONS 


! 

| Logic levels: 1...Open circuit when ON/OFF 
| Switch on control panel 
| is in the OFF position. 
| 

| 

| 

| 


0...Ground when ON/OFF switch 
on the control panel is in 
the ON position. 


2. op ee Gee Gm O88 Gm GE OD am Ee aw OE © oF OF ew Ge GF OF = ap © @ am Oe BH = om GF SE OF Ee Em ae @ © ae we Oo GD OF am © a &* GF Ge SE Cw EF GF © EE oe OF 4 GF G&D © 2 6 OF = OF @&® GF O ED OF Ge oF ow os ow 


| INPUT | AC Line Voltage: 90-132VAC or 180-264VAC (RMS) | 
| | AC Line Frequency: 47-63Hz | 
| OUTPUT | Margin | Output Current Rating | Output Voltage | 
| | Switch | 0-50 C Ambient | 0-30 C Ambient | | 
| | Position | Min | Max | Min | Max | Min | Max ! 
[ Seeeme ote Soe oe eee ee ee es ear 
| P5 | Normal | 8A | 80 A [| - | ms |} 5.01 | 5.09 | 
| | High |} 8A | B80 A | O | 90 A | 5.19 | 5.25 | 
| | Low 1 8A | 80A |] O | 990A | 4.79 | 4.85 | 
! P12 | Normal | Oo } 412A | O | 12 A | 11.50 | 12.50 . 
| OVERCURRENT | Mnemonic | Converter shut-down point | 
| PROTECTION |--~-------------------------------------~----~--------------- | 
| | P5 | 105 amps min/120 amps max | 
| | P12 | 15.5 amps min/19.5 amps max | 
| OVER | Mnemonic | Maximum output voltage | 
| VOLTAGE | -----------~---~--------~----~~--+~-~-------- +--+ - +--+ +--+ - | 
| LIMITING | P5 | 6.0 V +/- 0.2 V | 
| (at sense | | | 
| points) | P12 | 14 V +/- 0.2 V . 
| OUTPUT | Mnemonic | Description | 
|} SIGNALS T0 = |---------------- - - — — - nr rrr rrr rrr rn | 
| THE BACK- | PFDTO | Output power fail detect | 
| PANEL | | 
| | Logic levels: 1...Open circuit with pull-up to | 
| | | P5 through a resistor on the | 
| | processor board ! 
| | | 
| | | 0...1 VDC maximum | 
| | ------------------~------------ === === === === 22-22 ---- === == 
| | 2XLF1 | Twice LFC signal output | 
| | Logic levels: 1...Approximately 1 millisecond 
| | | (ms) wide 5VDC pulse every | 
| | | 8.3 ms. | 
| | | | 
| | | 0...1 VDC maximum | 
| 
| | | Maximum loading: No more than two MPCs | 
| | | controllers MPCs | 
| | | connected to the backpanel. | 
| SaaS area eae a ee ea a aaa Se 
| INPUT | Mnemonic | Description | 
| SIGNALS = |------------------------------------------------+------------ | 
| FROM THE KSONO Keyswitch on | 
| BACKPANEL | 
| | 
| | 
| | 
| | 
| | 
| 
| 


NOTE 
P12 drives the DC fans. In case of 


P12 failure, the control logic shuts 
off the P5 to prevent circuit damage. 
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4.10.1 Line Filter 


For the domestic version, a 15A, 120V plug and power cord supply 
power to the line filter. For international use, a 6A, 250V plug 
and power cord supply power to the line filter. The line filter 
is connected in series with the AC line to reduce any conducted 
line interference. The filtered 120VAC or 230VAC is supplied to 
input fuses as described in the following section. 


4.10.2 Input Fuses 


For domestic use, a 15A fuse Fl (1Al1) is provided for overcurrent 
protection. In the international version, two 15A fuses, Fl and 
F3 (1AlL) are provided for overcurrent protection. 


4.10.3 Input Rectifiers 


D101 (1Bl) is a full-wave bridge rectifier in the 230V 
configuration (or a full-wave voltage doubler in the 120V 
configuration) which converts the AC input voltage to 
corresponding DC voltage levels. The output of the rectifier is 
fused by F2, an 10A fuse. This DC voltage is the high voltage DC 
bus whose amplitude depends upon the value of the AC input 
voltage and the power supply loading. The high voltage DC bus 
varies from 227VDC at low line, full load to 365VDC at high line, 
no load. The power supply is normally started by an input from 
the control panel. When the keyswitch-on (KSONO) signal arrives 
at the power supply, it initiates the turn-on of the P12 
pulse-width modulator. 


4.10.4 Inrush Current Limiters 

The inrush current through the AC input lines at AC power turn-on 
is limited by resistors Rl (1Cl) and R2 (1C2). The inrush 
current is due to the charging of input filter capacitors across 
the high voltage DC bus. 

4.10.5 input Filter Capacitor 

The input filter capacitor is designed to minimize the 
peak-to-peak ripple voltage and consists of C15 (1C1) and C16 
(1C2). i 


Resistors R118 (1D1) and R119 (1D2) discharge these capacitors 
within three minutes after the input power cord is removed. 
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4.10.6 47/63Hz Transformer 


The 47/63Hz step down transformer T1 (1B3) provides the bias 
power for the logic circuits and pulse-width modulators (PWMs). 
The output of Tl is rectified by bridge rectifier D4 (1B3). The 
output of D4 is input to a three terminal regulator Q1 (1C3) 
which provides 15V bias used throughout the board. The 15V is 
also used by Q2 (1C2), a 3-terminal precision reference which 
produces 10V for use as a reference voltage to the PWMs. This 
10V is divided by resistor networks A35 (2B3) for P5 PWM A21 and 
A36 (2B6) for PWM A20. Use of a precision reference and a 
precision voltage divider network allow setting of the output 
voltage without the need for a _ potentiometer. These resistor 
networks provide 3.33V to the noninverting input of A21 (pin 2) 
for the P5 output, and into the noninverting input of A20 (pin 2) 
for the P12 output. This reference voltage is compared to the 
output of P5 or P12 coming back to the inverting input of the 
respective PWM. 


4.10.7 Pulse-Width Modulators (PWMs) 


The power supply board consists of two half-bridge PWMs (A200 and 
A21) producing a P5 and P12 output. The PWM for the P5 output is 
A21 (2Cl1). The half-bridge circuit consists of transistors Q3 
and Q4 (2H1 and 2H2) with capacitors C38 and C37 (2J1 and 2J2). 
The P12 PWM is A20 (2C5); the half-bridge circuit consists of 
transistors Q5 and Q6 (2H4 and 2H5) with capacitors C39 and C40 
(234 and 235). 


The frequency of the P5 PWM A21 is set by resistor R72 (2Bl) and 
capacitor C63 (2B2). The oscillator output from A211: pin 4 
synchronizes the A20 regulator whose frequency determining 
components are R70 and C27 (1B5). R70 and C27 are set with a 
time constant which is about 15% longer than the frequency 
determining components of A21. The PWM operates at approximately 
23KHz. 


4.10.8 High Voltage Logic 


There is a section of high voltage logic that is operated 
Girectly from the high voltage DC bus. R27 and R28 (1D2) are 
dropping resistors which in conjunction with zener diode Dl (1D3) 
provide 15V for the high voltage logic. The 15 volts provided by 
Dl also power Al3 (1E3), which is a 1.235V reference. This 
reference is input to pins 9, 6 and 4, three sections of 
quad-comparator All (1E2). The other input to the three sections 
of All on pins 8, 7 and 5 consists of the high voltage bus itself 
divided down by resistors R14 through R20 (1E2 and 1E3). 
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The three input voltages from the bus are sensed by comparator 
All, latched by two RS flip-flops (1G2 and 1G3) and coupled out 
of the high voltage section by two opto-couplers (1H2 and 1H3). 


When power iS initially applied, the first voltage of interest is 
the 229 VDC level on the high voltage bus which initiates the 
enable signal (1H3). If the level of the high voltage bus is 
229V or higher, the enable signal is high. The enable signal 
drives A7 whose LED (1H3) is in the high voltage logic section 
and whose opto-transistor (1G5) is in the low voltage logic 
section. 


In the event of a power failure, as the voltage on the high 


voltage bus decays below 165V, the enable signal is terminated 
and the power supply is shut down. 


In addition to the enable signal, another signal is generated 
within the high voltage logic section. This is the power fail 
detect signal (PFDT) (1H2). The power fail detect signal is high 
whenever the high voltage bus drops below 200V. On initial 
power-up, the PFDT signal is held off until after the high 
voltage DC bus has risen above the 229V level, which is aiso used 
by the enable signal. The PFDT signal is coupled out of the high 
voltage logic section by opto-coupler A6, whose LED (1H2) is in 
the high voltage section and whose opto-transistor (1H5) is in 
the low voltage section. 


4.10.9 Low Voltage Logic 


In the low voltage logic section comparator Al monitors the bias 
Supply. When the bias supply is above approximately 10V, the 
BUP1 signal is high and input to A5 pin 12 (1D6) where it is 
ANDed with the enable signal input at AS pin 13. The output of 
A5 pin 11 (1D6) is inverted and goes to A5 pin 9 (1E6) where it 
is ANDed with the keyswitch on (KSON1) signal input to A5 pin 8. 
The output on A5 pin 10 provides a turn-on signal A20ON0O (1F6) 
for the P12 modulator A20. The A20ONO signal is input to Al5 pin 
ll (2F6) and ORed with the overvoltage protection (OVP) and 
overcurrent protection (OCP) signals input to Al5 pins 12 and 13, 
respectively. The output of A15 pin 10 is inverted by A9 (2B5) 
which also reduces it to a 5V level required by the PWM. If this 
input is high, the PWM is shut down. If this signal is low at 
the shut-down pin when the keyswitch is turned on, the P12 
pulse-width modulator A20_ starts. The start-up of A20 is 
controlled by the soft-start capacitor C26 (2C5). When the P12 
output reaches approximately 10.7V another section of Al which 
monitors P12 provides a P12UP signal (1E7). 


The P12UP1 signal at A5 pin 5 (1E7) is ANDed together with the 
A2Z0ON1 signal input to A5 pin 6 and produces A210N0O (1F7). 
A210ONO is input to pin 8 of 3-input OR gate Al5 (2F3) and 
provides the 5V_ signal (5FLO) required for shut-down pin 10 of 
the P5 PWM A21. The start-up of A21 is controlled by soft-start 
capacitor C62 (2C2). 
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The P5 PWM is started only after the P12 output has reached 10V 
Or more, Since the P12 drives the two DC fans. If the P12 fails 
the P12UP1 signal goes low and the P5 PWM is shut down. 


4.10.10 Overcurrent and Overvoltage Protection 


Both PWMs have overvoltage and overcurrent protection circuits 
which are identical. The P5 overcurrent protection circuit 
receives its input from current transformer T5 (2F2) which 
monitors the primary current of T2 (2G2) and provides 1V out for 
each amp in the T2 primary. 


This voltage is divided by R126 (2C3) and R33 (2B3) and is 
applied to one section of quad comparator Al6 (2C3). The quad 
comparator receives 3.3V reference (at pin 5) from the divider 
that provides voltage to A20 pin 2. This limits the output of P5 
to approximately 100A. The output of the overcurrent protection 
comparator Al6 pin 2 (2C3) is applied to RS flip-flop 2D3 which 
latches the data and shuts down P5 PWM via the shut-down pin. 


To restart the supply, the RS flip-flop must be reset. Reset can 
occur in one of two ways. The most common method is with the 
ON/CFF switch on the control panel. When the ON/OFF switch is 
off, the RS flip-flops for overvoltage and overcurrent protection 
are held reset. The other method of resetting these flip-flops 
is via the bias up. In case of a power line fault such as a 
brownout or blackout, the power supply may shut down with an 
overvoltage or overcurrent condition. When the bias supply is 
low, these flip-flops are held reset. When the power line fault 
clears and the voltages come back up, the PWM starts up again. 


One section of NAND gate A5 (1C7) is used as a negative input OR 
gate to OR the BUP1 and KSON1 signals together. The output of A5 
pin 3 (1D7) is inverted by A4 and becomes the RESET for the four 
RS flip-flops. 


Overvoltage protection is provided by another section of quad 
comparator Al6 (2E3). The voltage produced by P5 is sensed 
through R115 and R125 (1E3 and 1D3). Al6 shuts down the _ P5 
modulator if the voltage exceeds 6V. 


4.10.11 Output Signals 


There are two output logic signals from the power supply board to 
the backpanel, power fail detect (PFDT) and twice line frequency 
clock (2XLF). 


The PFDT logic signal monitors the high voltage DC bus and 
provides a PFDT when the bus is decaying. R3 and C3 delay PFDT 
by 800 to 1000ms when power is reapplied after a brownout or 
blackout. This allows time for the P12 and P5 voltages to reach 
normal levels. A9 (1G7) is a logic level shifter which provides 
5V to the output IC Al0O (1H7), which is a low power Schottky TTL 
Open collector device. 
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The 2XLF logic signal is initiated by the bias transformer Tl 
(1B3). When the secondary goes through zero, a trigger is 
generated from one section of quad comparator Al (1C5). This 
trigger drives a 555 timer A8 (1E4), which produces a lms pulse. 
The level of the lms pulse is shifted by logic level shifter A9 
(1G7) and leaves the board via AlO (1H7), the open collector 
device with a 2 kilohm pull-up resistor on pin 6. 


4.10.12 Power Supply Mnemonics 
This section provides a list of the 35-903 power supply board 


mnemonics, a brief definition of each mnemonic and the source 
location of the mnemonic on Functional Schematic 35-903 EO8. 


MNEMONTIC DEFINITION LOCATION 
A20 ONO Turn on Signal for A20 PWM 1F6 
A210N0 Turn on Signal for A21 PWM LF7 
BUP1 Bias Up 1G5 
EN Fnable (Sufficient high voltage) 1H3 
H.V. HIGH High voltage + rail 1H1 
H.V. LOW High voltage - rail 1H1 
KSONO Keyswitch on 1A7 
PF Power fail (AC input below normal) 1H2 
PFDTO Power fail detect (PFDT) 1J7 
P5 SGND P5 sense ground 2K3 
P5 SNSE P5 sense 2K3 
P12SNSE P12 sense 2 H6 
P12UP P12 level greater than 10V 1E7 
RESET Clear Signal for OVP and OCP latches 1A8 
SGND | Signal ground 2K3 
2XLF1 Twice Line Frequency 1J7 
5FLO0 5V fault 2G3 
12FLO 12V fault 2F7 
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4.11 OPTIONS 


The following sections provide a brief description of the options 
available for the Model 3203 System. Details on these options 
are provided in their respective manuals. 


4.11.1 Model 6100 Video Display Unit (VDU) 


The Model 6100 VDU, which can be used as a system console or user 
terminal, consists of a green or amber phosphorous monitor and an 
adjustable low profile keyboard. The alphanumeric screen format 
of the monitor is 24 lines by 80 characters each, with a 25th 
line for status display. The keyboard comes equipped with a 
detachable 6' coiled cable for operator flexibility and mobility. 
The Model 6100 VDU provides a printer port, four programmable 
function keys shiftable to eight, a numeric keypad and a full 128 
ASCII character set. 


For details on the Model 6100 VDU, see the Model 6100 Video 
Display Unit (VDU) Installation and Programming Manual. 


4.11.2 Model 6312 Video Display Unit (VDU) 


The Model 6312 VDU is a complete stand-alone terminal which may 
also be used as a system console or user terminal. The Model 
6312 VDU consists of a green or amber phosphorous monitor and an 
adjustable low-profile keyboard. The Model 6312 monitor provides 
two independent, 24 line X 80 character displays and provides a 
25th status line. The keyboard provides a numeric keypad, 16 
programmable function keys (shiftable to 32) and six edit keys 
(shiftable to 12). The keyboard comes equipped with a detachable 
6' coiled cable for operator flexibility. 


For details on the Model 6312 VDU, see the Model 6312 Video 
Display Unit (VDU) User Guide. 


4.11.3 Ethernet Data Link Controller (EDLC) 


The Ethernet controller consists primarily of two boards, the 
Ethernet PMUX bus interface (35-861) and the Ethernet protocol 
module (EPM) (35-863). The EPM implements the data link layer of 
the Ethernet specification. The Ethernet PMUX bus’ interface 
provides a private SELCH MUX bus interface that controls the 
operation of the EPM from the I/O bus SELCH. 


For details on the Ethernet Data Link Controller, see the Series 


3200 Ethernet Controller Installation and Theory of Operation 
Manual. 
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4.11.4 Universal Logic Interface (ULI) Board 


The ULI (35-860) is configured on one 37.5cm (15") board that is 
divided into two halfboard sections. Each section provides two 
wayS to interface user device controllers to the ULI. One 
section contains general-purpose interface logic components that 
operate under request/response I/O control for data transfer in 
the byte or halfword (two bytes) mode. This enables users having 
device controllers compatible with the ULI I/O request/response 
Signals to interface directly to the system. This section also 
contains a small wire-wrap field that allows the user. to 
construct a device controller and connect it between an on-board 
connector, containing the ULI I/O request/response signals and an 
off-board connector on the component side or the wire-wrap side, 
as required. The remaining section contains a halfboard 
wire-wrap field for the construction of device controllers that 
are too large to be constructed in the wire-wrap field located on 
the component side. The device controllers built on this section 
are also connected between the on-board connector and an 
off-board connector on the component side or the wire-wrap side, 
as required. The on-board connector can be directly strapped to 
the off-board connector on the wire-wrap side to make the 35-860 
ULI board compatible with an M48-013 ULI board. All sections are 
connected in parallel to form the data link between the user's 
peripheral equipment and a Concurrent Computer Corporation 
System. 


For details on the ULI board, see the Universal Logic Interface 
(ULI) Installation, Theory cf Operation and Programming Manual. 


4.11.5 Additional Multiperipheral Controller (MPC) Board 


The Model 3203 System has the capability of supporting two MPC 
boards. The second MPC board (35-910 F02) provides eight 
additional FDX data communication channels to interface user 
devices or terminals. The second board also provides a line 
printer port. When the second MPC board is configured in the 
system, the line printer port must be deactivated on the highest 
priority MPC board in the system. See Section 3.5 for MPC board 
Strapping information. 


4.11.6 Additional 5.25" Disk Drive 


The Model 3203 System can support up to two 5.25" disk drives. 
This second disk drive is identical to the first disk drive in 
the system and provides an additional storage capacity of 51.4MB, 
85MB or 182MB of unformatted data depending, upon the exact 
expansion disk installed. 
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CHAPTER 5 
TROUBLESHOOTING PROCEDURE 
5.1 INTRODUCTION 
This chapter provides a list of the diagnostics available and a 
troubleshooting guide for the Model 3203 System. 
5.2 DIAGNOSTIC SUPPORT 
The following diagnostics are provided for the Model 3203 System. 


For details on these diagnostics, see the appropriate test 
description. 


06-145 FOl Diagnostic Executive 

06-228 Concurrent Computer Corporation Series 3200 
System Processor Test Part l 

06-229 Concurrent Computer Corporation Series 3200 
System Processor Test Part 2 

06-231 Concurrent Computer Corporation Series 3200 
Floating Point Test 

06-238 Commercial Instruction Set Test 

06-280 FO1 Memory Address Translator (MAT) Test 

06-280 FO2 Memory Address Translator (MAT) Test 

06-289 FOl Model 3205 System Memory Test 

06-289 -u2 Model 3205 System Memory Test 

06-291 Multiperipheral Controller (MPC) Test 

06-295 Model 6312 Video Display Unit (VDU) Test 

06-297 Intelligent Peripheral Controller (IPC) Test 


5.3 TROUBLESHOOTING SEQUENCE 


Table 5-1 contains a troubleshooting guide for the operation of 
the Model 3203 System. 
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TABLE 5-1 


om eee Ge cee Gore en Oe Gee Ge Oe Ee Ge ee Ee Ge Gere Ce Geen OD Gt Gr) Gre Ge EE Gre Cee Ge GUS ORT Meee Bes Meee Ge eHow Gs Gee Gene Ghee GR EY Gee Ge Gene Sw came Ce BE Gee GE fee OE Eee aqeee Ke Gem Ge Gee Ome Eee Ge Ge Cte Mime ee 


a A Cue Ge Ge Eee EE ERY Ge Siew EN ee GE Gee em GE Gee Se Gee ene Guy Gen Ge GED GR Gee Ge Cee Che UT Ghee Seer GOD fee Ce GEE. Gee Ge GD GeEe Gre Ge Ge Ge Gl Ew chum Seew Sem Gee Gee CHS cee Gem Gene tee eRe SS Ow ee Ghee OD aE 
a GR Com Mee Ghee Wee ERED Mere Ge Gn ES Ge Ge ones Gee ER Gee SS Eure Urer Ghee Chem Eka GO Hee GRO Gem i sens BTS Cid Hew SO Gen Cae Gs Sve Ge Ge Gee Gee em Eee Gee Geen Ge Geese Cee Gm Ges Ge Ae Gey Ge ere ES any Mem EON Ge Se OD Game Gea eae 


When the ON/OFF 
Switch is placed 
to the ON 
position, the 
POWER indicator 
does not light. 
(This is true for 
both the system 
and video display 
units (VDUs)). 
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No response from 
the VDU. 


SON CED que sua Gu=euEee comerp cee? Geelee GEE EE Ge qe 


No power to the 
system or VDU. 


The cable connected 
to the primary modem 
port is not properly 
connected. 


The cable between 
the monitor and 
keyboard is not 
properly connected. 


Either the cable. 
connecting the VDU 
and the system or 
the keyboard and 
the monitor is 
faulty. 


The VDU is not on- 
line. 


TROUBLESHOOTING 


GUIDE 


1. Check the connec- 
tion of the power 
cord to both the 
wall receptacle 
and the plug on 
the rear of the 
cabinet or VDU. 
Check the circuit 
breaker or fuse 
for the wall re- 
ceptacle to en- 
sure it is on. 
Check the power 
Supply fuses 

(Fl, F2 and F3). 
See Figure 3-5 
for description 
and location of 
fuses. 


Disconnect the 
cable connected to 
the primary modem 
port, remove any 
dust or lint and 
reconnect the 
cable. 
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Disconnect and then 
reconnect this 
cable to ensure a 
proper connection. 


Replace the cable 
between the monitor 
and keyboard. 

If there is no 
response, replace 
the cable between 
the VDU and the 
system. 
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Check the configur- 
ation of the VDU. 
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TABLE 5-1 TROUBLESHOOTING GUIDE (Continued) 
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| Fault during diag- | The system can be 
| nostic testing when | shut down and 

| the system is first | turned on again to 
| turned on. | restart the 

| | diagnostics. 

| During the automatic | Remove and reinsert 
| load, the operating | the tape cartridge 
| system is not found. | and restart the 

| | software load 

| | procedure. 

| During system opera- | Try for a response 
| tion one of various | from the system by 
| faults occurs. | inputting via the 
| | terminal. 
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DR LUPO 1 4027 IM [e-it-35 [Rod i) 
[AREA M9, REVISED SHEETS 7 $2. | 
IB [ICO [e096 [Ms /e-15-85 [RoF Yi 
| AREA C8 ADPED KTEM 58. REVISED SWS 1E 2 | XTEM 58. REVISED Sus 1€ 2 


, 
X 


Fj 


p 


ts a TE |vr | 6603 [ms [8-20-86 [Ros 
ROUTE CABLE OVER G4)FEF Ee a : 
cemsete en ree* + — : 
3, TA 
MNATES AT NEXT Ast cee Ie 
inatnleieatite | 
—— st 
ae 43) 
ee al nis ey 
N 28.00 
N REF 
© 
N 
N ——_@) 
5 \ ) 
r) v5) ‘ 
: = on: USED IN MANDAL 47-087 
\ 
N | UNLESS OTHERWISE SPECIFIED | OTHERWISE SPECIFIEC 
P \ 
WITH DISK \ (40) SCALE: '/2 TOLERANCE: 
6 BS bie N 
vere Ot ) nf N DIMENSIONS. ARE |.XXx#005 .XxX+¢.03 
Lebeter awk N IN INCHES XX402 ANGLES *1° 
SHT > 
oo” ‘ NAME ——S~—S*d;SCTTu 
@ fp ___Janriecd O85 pry |io-19-64 
eee, IRCERO 
; H TOWARD our To R CERO | supyv {|| 
7 etne i cao oe oe 7 


ON BACK PANEL 


— 


aS 


Ccahemmbomuberrdenabeuuhardrewprntuaboradombratrbutecrtaraherbouberuth, 


(1923) (4 €A) 


4COMM SB cae 2 LINE 
INSTALLED AT Sle Le) 


| $+ 
A 


Odd dc he hereath ered en lh onthe hen scthenrhcathaablonmnodlanrnsh 


- SEE O1-277 012) 


FIED BY CONTRACT B 
la 9.00 
{514 REF 


AND CONCURRENT j 
: : DUPLICATIONOF ANY PORTION OF THIS DATA 
| SHALL INCLUDE THIS LEGEN®. 
ae eae es te P, _ os Anke 12.00 - 
Rer REF TITLE 
LEFT SIDE VIEW FRONT VIEW BASIC ENCLOSURE 


CORSAIQR I 


SHEET NUMBER 
RoVIS'ON LEVEL 


SHT 
DWG C9-172 ROS POP 1-% 
N R § 


DIRPUNG 44-131 40579-2 


wy A B C D E F G H J K L M 


rd 


ADDED DIMENSIONS. AREA W3,ADOED ~ 
ECTION ‘'9-D" { 
, CATENSIVE CHANGES, SEE ROO MKLROFILA 
FOL PREVIOUS REV C. Zi 
@3)(2) roe [fee Teor) [| ¢-7)-99 [Roe Wl 
AREA M7ADDED ITEM 57 ¢ NOTE 


64 FASTEN ADAPTER 
(2) PLACES AT TRAY 


¥ 

JB [344 [6096 [ms ja-is-65 [ros [XK 
AREA 13 THRU HB CHANGED MEASUREMENTS. 

(2) PLACES AT BACK PANEL 9.5NOM TWICE To SINGLE Ser PELLETED , 

2 CENTER CLIPS AREA 


iM Se 2 
1B [vr [ssos | ms le-20-a¢ [204 KK 


flue iffa 


3 Mie ’ 
ee fy 
DE, | mess! 8 5 
fee kee tS 
4 @3) -f 7 4 
5 § 
| 20.0 
6 : 
Re ee ced 54) (2) 
| 7 —_ ‘ 
° USE HEX STANDOFF ONLY- “ 
) ® DISCARD NUT 4 2 WASHERS , 
43) (8 PLACES) 
. APPLY LOCTITE .¢ - 
‘8 Au \- 
6 iv We 8 e 


(8) 2 PER CORWER 


sot mee 


RIGHT SIDE VIEW REAR VIEW 
- (Less 


BASIC ENGLO SURE 
[| CRAFTER ORSAY 
d = = | 
PATE TASK OSS SS SSH 
[8-21-84 | [OWG 09-172 RC4 pos | 2- 
M ri R 3 


\ea *. ~ Mts 


BRUNING 44 131 40579-2 


— 240 VAC INTERNATIONAL 


HOOK UP 
ARE 
: ac -~ M 715804 6-5-5 {Ro2hX 
60) TRIM TAPE, ITEM SO, TO 234 LONG . WV IMF; [se84[ Rk [6-5-5 [RO2| 
ANDO APPLY UNIFORMW TO S 
TOP CHANNEL 120 VAC DOMESTIC 
my HOOK uP 
y2 
i. ' 


a) fio ak (7X22) €A) 2 


‘ 


ee ee ae ee ee Oe Oe oe OE ON Oe 


Dn. ae 
Roy 
| i 


see “7 
4 
J 2)(2) 
ae 
2| ae 
4 EACH ; 
| STANDOFFS SuPPLIED wiTH 
TAPE DRIVE ITEM 34 (REF) 
f APPLY GROUND 
) ; LABEL IN THIS 
(3) AREA 
BEZEL TO BE FLUSH 5 
AGAINST INSIDE 
SURFACE OF COVER 
ge aitour 
y 7 
A| ~e 
4 
2 ; TI ZZALZAW ZIZZO 
P q 


23)(4 EA) Gi) : 
- OO ED @) @) : 


DETAIL BB 


SCALE V/\ 


OY hand dhddedhdedidede 


ween - 


SECTION A-A 
SCALE If! 


(REMOVE PC MTG HARDWARE 
Gi SUPPLIED wITH TAPE DRIVE) 
qae ame (+ PLACES) 


fy 


ERTY OF CONCURRENT COMPUTER CORPORA. 
TION AND SHALL NOT BE DISCLOSED OR USED 


‘ne TION “D-D’ FOR ANY OTHER PURPOSES EXCEPT AS SPECI- 
SECTION C-C SECTION WE | FIED BY CONTRACT BETWEEN THE RECIPIENT 
CONTROLLER MOUNTING —__ __ | AND CONCURRENT COMPUTER CORPORATION 
DETAIL TYPICAL 2 PLACES BOTH SIDES DUPLICATION OF ANY PORTION OF THIS DATA 
PLALE ‘ 


‘ SHALL INCLUDE THIS LEGEND. 


TITLE 
BASIC ENCLOSURE 


c 
NOTES ORGAIR IL 
TASK 033530  ~—s O53 3S4 SHT 
OWG 09-172 R02 Dor] 2-3 
A B Cc 0 E F G H J K L N R $ 


GRUMING 44131 40579-2 


A 8 ¢ 9 E F G 4 J K Pe. Ww 


A\G@ PLACES AT BACK PANEL 
4PLACES AT POWER SUPPLY 


GB) a 
SEE CABLE DAGRM - 01-339 DI2 


FoR ENLARGED (1) 
VIEW OF THIS ‘: 
AREA SEE TETAIL'D 

(SHEET >) 


If 


ROUTE CABLE OVER B4)REF 
FRAME UPPER CROSS 
MEMBERS (PL TEK- 
MINATES AT NEXT ASSY, 
SEE 01-339 DI2) 


19 (23) (4 EA) 


S) 
- Le ere 


wamatas Pe es 
N 
Aw 
mn 
nO 
Q 


REF, 


UNLESS OTHERWISE SPECIFIED 
(40) SCALE: '/2 TOLERANCE: 


6 
DIMENSIONS ARE |.Xxx+005 .XX+.03 
IN INCHES XX4#02 ANGLES +1° 
NAME SSdY:CSTITLE 
(44) Vivaro pariety {DES /pey 12/22/86 
a SPV 
TOWARD FRONT TO 
se Pi cc ee oe 
OV BACK PANEL D. FOGGIA | ENG | 
PABITANTE | MGR | 


(1923) (4 cA) 


pormapmcperpmopmapmat noprayrearmapamepnanpoayronyo 


mamma 
Fi 


CL. had withembrahanahunth mbeamderakrhounbeanbratberbe domdeuberdeute. 


SEE SECT A-A 
(out > 


(S) HT >) 


a 


7 


G8) 
G7 


9 
G5 (} EACH) 


4 COMMUK CASLES(2 LINE) 
IN@TALLED AT SITIONS 
J! THRU J4(TERMINATE AT 
MPC BOARO NEXT ASOY 
SEE O1-339 O12) 


LU 


oe Oceanport, N.J. 07757 
| 
« ; I he es eee oe areal INFORMATION DISCLOSED HEREIN IS THE PROP. 
(7 lame ERTY OF CONCURRENT COMPUTER CORPORA 
At ! | Ae TION AND SHALL NOT BE DISCLOSED OR USED 
i Naa ww = <= FOR ANY OTHER PURPOSES EXCEPT AS SPEC! 
6) e FIED BY CONTRACT BETWEEN THE RECIPIENT 
Aya el hte oe a BO eae ey AND CONCURRENT COMPUTER CORPORATION 
C4)ia C5K14) ¢] 514) REF DUPLICATION OF ANY PORTION OF THIS DATA 
ie x (4) EA Cae SHALL INCLUDE THIS LEGEND. 
: du “gee ae eet ee ee payee ee en Pe is isi Mes s 
Qe = REF TITLE 
LEFT SIDE VIEW FRONT VIEW FASIC ENCLOSURE 


MODEL 3203 


NOTES: 1) conn. P1-& (5/12 v POWER CABLE) FOR DISK EXP. 2 «,' [SHEET NUMBER 


SECURE WITH CABELL TIE WHEN NOT INTE. el REVISION LEVEL TASK 07039 703214 
@. CONN. PZ CIPC CABLILD FOR US EXP. 21-3239 Eee RCE Pee Mads z sa 
oe tue chet OTL DWE O9- 219 DO3 t=3 
I) N R $ 


(2)41G 
2-5 we (NOTE ORIENTATION 
CF, OF STIFFENER) 


: eF 
6% Fasren ADAPTER PARTIAL SECTION JE-E Gye 


(2) PLACES AT TRAY 


(2) PLACES AT BACK PANEL INSTALLATION OF BaAcK PADEL STIFFENER) 


23 


USE HEX STANDOFF ONLY- 
DISCARD NUT 4 2 WASHERS 
(8 PLACES) 


APPLY LOCTITE a - | 
mur 
Computer Corpocation 


Oceanport, N.J. 07757 


Wea ERE DAIL I AOI 


Rl, 


INFORMATION DISCLOSED HEREIN IS THE PRO 
ERTY OF CONCURRENT COMPUTER CORPORA 
TION AND SHALL NOT BE DISCLOSED OR USED 
FOR ANY OTHER PURPOSES EXCEPT AS SPECI- 


é . FIED BY CONTRACT BETWEEN THE RECIPIENT 
4 AND CONCURRENT COMPUTER CORPORATION. 
' (2) iN DUPLICATION OF ANY PORTION OF THIS DATA 
| (4 SHALL INCLUDE THIS LEGEND. 
ZiIGHT SIDE WweEW : | TITLE aa 2 
(LESS CABLES) eee lea iar ENCLOSURE 
—s cerenenn PRET MAA gr rere errant MODFI 7703 
J MOTES ____ORAFTER 
2 ; com te SP pate . . 
Z TASK 0703/703214 SHT 
Z | i2/ez/bo J OWG 09-219 DOS |g) 
A B C D E | F | G H J K L M N R S 


meee ee oe 


240 VAC INTERNATIONAL 


HOOK UF 
P Bae a 
60) TRIM TAPE, ITEM SO, TO 234 LONG 
AND APPLY UNIFORMLY TO oa 
TOP CHANNEL ge — IZO VAC LOMELTIC 
mee HOOK uP 
Cie oa 


a 
| 
ae 
‘EE 
rs 
moo 
> t 
a 
—s 


a ae 


IE AE EE ART EE A SOP AO OE AP NY 


L/ 
ay 622) 
a Y 
Z 4 
APPLY GROUND (2) 
LABEL IN THIS 
3) Te 
BEZEL TO BE FLUSH 
AGAINST INSIDE 5 
SURFACE OF COVER 
(43) erour 
6 


2d} 24\(4 EA) 


pDeTAL B 


SCALE 1/1 


| 
{008 GOS 4 © : 


SECTION A-A 
SCALE Wi 


INFORMATION DISCLOSED HEREIN IS THE PROP 
ERTY OF CONCURRENT COMPUTER CORPORA. 
TION AND SHALL NOT BE DISCLOSED OR USED 


(REF) SIDE PANEL 


SEC TION D =) FOR ANY OTHER PURPOSES EXCEPT AS SPECI. 
SS ee FIED BY CONTRACT BETWEEN THE RECIPIENT 
DETAIL HP. AND CONCURRENT COMPUTER CORPORATION. 
(¢ CLIPS PER CORNER UPRIGHT) DUPLICATION OF ANY PORTION OF THIS DATA 


SHALL INCLUDE THIS LEGEND. 
TITLE 


FASIC FNC LOSURE 


wr O2 
NOTES ee ee: 


PW wnt 7 Mace) © 


DATE TASK “7 °059/0%214 
ie 
S 


ef a OWG O9-21° DO3 


A B C D E F G H J K L M N R 


A B Cc D E F a H J K 


REVISIONS 
PRE NIT BATE. \/ 
PRODUCTION JDEV Q£_11-8-84 X 
APPROVAL {PROD MJQ_11-2-84 /\ 


AREA J,6 ADDED MANUAL NOTE |! 
smjurB| 5921 | 0 [5-3-85 [Roi X 
) 


RIBS THIS SIDE AREA D6, DIM. WAS 1.8 +#.1 


LI=726) RXX 


IDENTIFY WITH 
APPROPRIATE PART 


POLARIZATION STRIPE NO. & REV. LEVEL. 


WIRING SCHEMATIC 


P | 


~—-TRIANGLE INDICATES 
POSTTION |100(REF ) 


(FARSIDE ) 
7 LDENT IFY CONNECTOR 


BODY 2 PLACES 
USED IN 
MANUAL 
47-087 ° 


4.0 +.10 cng 
Compater J 07757 


(WIRING POINT 
TO-POINT ‘PleP2) 


P2 
100 100 
| 


224 2°04 UNLESS OTHERWISE SPECIFIED INFORMATION DISCLOSEO HERE IS THE PROPERTY 
OF THE CONCURRENT COMPUTER CORPORATION AND 
TOLERANCE : SHALL NOT BE DISCLOSED OR USED FOR ANY OTHER 
a PURPOSES EXCEPT AS SPECIFIED BY CONTRACT 
DIMENSIONS ARE IN -XXX £.005 .X 4.03 BETWEEN THE RECIPIENT AND THE CONCURRENT COMPUTER 
INCHES .XX £.02 ANGLES 41° JCORPORATION. DUPLICATION OF ANY PORTION OF 
THIS DATA SHALL INCLUDE THIS LEGEND 
NOTES; | CE MAYFIELD 9-13-84 | trTLe- 
R CERO | supv | CABLE 
irre i ee INTERFACE OIC 36 
0D FOGGIA PENG | CORSAIR II 
P ABITANTE | MGR fsETASK 03354 feel 
R BARKER | ac Uf) CFOWG- 17-726RO02 COS 


A | B c ; D E , F a H J K 


Pr BE SINS: - 


PRE 
INSERT KESING PLUG PRODUC TIO 
= Be TWEEN CONTACTS 38562 PLACES) APPPCVAL 
AREA J.5 ADDLU MANUAL NOTE 
sw [a6] $921 [0 [5 3-e5]rO 


AREA G,! ADDED ITEM 4 
ADDED VARIATION TABLE 


ADDED DIMENSION !0 OO, 
WAS 18,0 + O5 


DEV DE_19-24- 4 
PROD MJD. 24a-Ba 


-—-POLARIZATION 
STRIPE 


pos PUENTIEY WITH APPROPRIATE 
| PART ONG. -G@ REVe DEVEL. 


3 
222222 DIM 8 ee ae hawt : ; | 
(SEE TABLE) IDENTIFY CONNECTOR 
BODY (3 PLACES) 
' (SEE TABLE ) 
r 
WDOMUMO AI MMAN—-—-DODAAMWMAOMErOUWOWWM dd IMMAN-—-—-OCO 
ee ee et a oe ee A eee DVDOVDVDIVOVONVCOCOCOOCO0O0O00S80 
WSIS VT IT 9-9 IN -g— -a—g—a— | (TO U3, DISK CONTR) 
ee , USED IN 
MANUAL. 
47-087 
P2 (TO Jl, DISK 1) 
6 


PS (TO J!, DISK 2) 


PERKIN-ELMER 


N J 07757 


WIRING SCHEMATIC 


Oceanport, 


INFORMATION DISCLOSED HERE IS THE PROP- 
ERTY OF THE PERKIN-ELMER CORPORATION. 

AND SHALL NOT BE DISCLOSED OR USED FOR 
ANY OTHER PURPOSFS EXCEPT AS SPECIFIED 


ger col ee a 
7117-727 FOO ea TOLERANCE : 


DIMENSIGNS ARE IN XXX + 005 -X + 03 BY CONTRAC] BETWEEN THE RECIPIENT AND 

. | PTHE PERKIN-ELMER CORPORATION DUPLICATION 

irae | DIM A t.25 |DIM B +.25 INCHES XX = ¢.02 ANGLES £!° foe any porTION OF THIS DATA SHALL INCLUDE 
RIATION aul | Tie THIS LEGEND 


ES CONSE se CELT rere 
Li Se LT CABLE, DISK 
ATA CT Ee LS ST506 DAISY CHAIN 
Git as Peel ae eabialilaed, 

AB COANE 0335 6 

R BARKER ge ows 7-72 704 COS 


(TO J2 DISK CONTR) 


NOTES, 


A 


Pi 


IDENTIFY WITH APPROPRITATE 
PART NC. 


S REVs Tevet: < 


TRIANGLE AT FOS 
CREF) CEARSIUE) 


AYP 


17-728 FXX RXX 


WIRING SCHEMATIC 


\7-728F02 | 6.0 | 


PQ 
(1O* J2 DISK) 


20 


NAP OA WOO 


oO- 


— MWR OIOD NWO eH ee ee 


1 OO 


Q9 


OO 


NESS See eA Re CTE Ae Re BP aOR ae 


| ios STRIPE 


CRIBS. THIS SIDE) 


nN 


UNLESS OTHERWISE SPECIFIED 


QIMENSIONS ARE IN -XXX +£.005 .X £.03 

INCHES XX +£.02 ANGLES 21!° 
NAME OMe 
Po MAYEIELD 9 DES/DIT 9-14-84 | 
RCERO up 
See ae oes ee ee A 
ID FOGGIA ENG 


P ABITANTE 
R BARKER 


20 


J K 


DEV QE_10:24-84 
PROD Mey 19-24-84 


AREA K,.6 ADDED MANUAL NOTE 


3M | uRB] 5921] D b-3-85{RO! | 


AREA H,2 ADDED ITEM 4 
AREA 8,6 ADDED FO2 
TQ VAR, TABLE 


54 [yQ | 896: [R o=10-89fRO_ 


tj 
IN VARIATION TABLE 
21.0 WAS 13 26 5 WAS 1|7.§ 


smb | 6027 |R b- 16-85]R03] N? 
V 


PRE 
PROCUC TION 
APORCOVAL 


€) INSERT KEYING PLUG 
BETWEEN CONTACTS 3&5 


$3 
4 
DENTIFY CONNECTOR 
BODY (2 PLACES) 
& 
USED IN 
MANUAL 
47-087 6 


PERKIN-ELMER 


N J 07757 


Oceanport, 


INFORMATION DISCLOSED HERE IS THE PROP- 
ERTY OF THE PERKIN-ELMER CORPORATION 

AND SHALL NOT BE OISCLOSED OR USED FOR 
ANY OTHER PURPOSES EXCEPT AS SPECIFICD 
BY CONTRACT BETWEEN THE RECIPIENT AND 
THE PERKIN-ELMER CORPORATION DUPLICATION 
OF ANY PORTION OF THIS DATA SHALL INCLUDE 
THIS LEGEND. 


CABLE, DISK 
ST 506 RADIAL DATA 
CORSAIR II 


WG | 7- 728ROS_ COS roe 


F ae a rT] J K 


REVISIONS 


eT INIT DATE RA 
|! 
ADDED ITEM 3.AND NOTE |* 
sm Lge [5863|m [3-23-85 [Ro] 
AREA K.6 ADDED MANUAL NOTE 
Tjon ——_(Bawalseatbls-s-05 Foe 
ARCA E.4 DIM. WAS 48.041 .0 
sm pre] 6o13]R[e- 16-85 Ros 
AREA E4, DIM WAS 2.5 +.25 


[vt [vt | 6507 Ms} 9-13-86 JROAX 


-—-IDENTIFY WITH APPROPRIATE 
PART NO. & REV. LEVEL. 


OO 


TRIANGLE INDICATES 


PUS: 1OOUREF } OLARIZATION STRIPE 


Se Os lwOtase SS 


, pes + 


P2 PS _— 
. <= eg Rd me 17-737 RXX . 


9.5+.5 
ae 
[pa 


100 100 100 100 


4IDENTIFY CONNECTOR 
| BODY (4 PLACES) 


| 
USED IN 
r POS 100 THRU POS 224 MANUAL 


| 
S ~ 
me 1, P2, P3, Pd) oe 
{ 
J 


P 
ED POINT TO, POINT 


P | P2 P. P4 UNLESS OTHERWISE SPECIFIED ee 
(TO CONN 2 (TO J’ M.T. (To U7, DISK (TOC, me OF THE CONCLRENT COMPUTER CORPORATION AND 
TITPC PCB) CONTROLLER) CONTROLLER) BACK PANEL ) ST eee ace Sehonentnd Sts sag vag pecan son ooh cllneaad 
WIRING SCHEMATIC INCHES .XX ¢.02 ANGLES ¢I° CORPORATION. DUPLICATION OF ANY PORTION OF 
a DATE THIS DATA SHALL INCLUDE THIS LEGEND 
NOTES ; ~ PE MAYFIELD | DES/OFT [9-14-84 | tite 
CERO | SURV CABLE, IPC 
|. ITEM NO. 3 (KEY PLUG) USED IN ieee ae ee ee CORSAIR II 
CONNECTOR PI ONLY. IO FOGGIA ENG 
ae ee a a a 
IR BARKER CE or fw 7-737 ROA COS | 


A B _¢ | D E | F a H l J K 


REVISIONS 


s; or X 
PRODUCTION | DEV QL_10-24-84 { 
APPROVAL FPROD MJQ_ 10-24-84 v\ 

0 1 


AREA G6 9 O WAS I1. 
11.0 WAS 14.0,14.0 WAS 16. 


OC) TRIANGLE INDICATES IsMlurelsaas| m [3-23-aslro!| _| 


coo POS. |OO(REF ) AREA K,6@ ADDED MANUAL NOTE 


bu [refiaei [0 5-3-5 JRoa< 


= : AREA A2 THRU G4 REV'D CABLE, 
0 00 ADDED ITEM 3 AREA G6 ADDED 
x P/N TO FUNC VARI VARI 
c CHG TITLE FROM ‘CORSAIR II’ J, 
x 6725 |MS|2/27/8 7)ROSTDS | 
u 
16 16 
IDENTIFY WITH APPROPRIATE OLART ZATION STRIPE 


PART NO. & REV. LEVEL. 


3 
2 REOQ'D 
INCLUDES STRAIN 
RELIEF 
4 
IDENTIFY AS SHOWN 
ePLS (3) 
WIRING DIAGRAM 2 REO‘D 
P| po P | po 
(CONN PANEL ) (MPC) ( (CONN PANE") (MPC) 
ied pe ele ot . 
200 200 109 ¢ {09 
lol 101 209 209 17-738F03 
20! @——_—__—_——_———__——_-—__———-8 201 110 @ ne) 
102 102 210 210 |'7-738F 02 
202 202 Vit ttt 17-7S38FO1 
103 103 2ui aut si 
203 203 fi2 112 1'7-738F 00 
104 @ © 104 212 212 PART NO. USED IN 
Bo ee ee ee 
(oy ceca een 4 se FUNCTIONAL MANUAL Ja 
VARIATION 47-087 


eee CHART 
106 106 214 aia 
) LEAR EI « 


eS ae 108 eer aaa acer Computer 
OCEANPORT NJ. 07757 
UNLESS OTHERWISE SPECIFIED NFORMATION DISCLOSED HERE IS THE PROPERTY 
SCALE | 5 TOLEGANEE THE CONCURRENT COMPUTER CORPORATION AND 


L NOT BE DISCLOSED OR USED FOR ANY OTHER 
MIMENSIONS ARE IN .XXX +.005 xX + 03 HPUSES ENCE T AS St EC IF ICO BY CONTRACT 
INCHES .XX +.02 ANGLES ¢!I° 


BETWEEN THE RECIPIENT AND THE CONCURRENT COMPUTER 
CORPORATION OUPLICATION OF ANY PORTION OF 
THIS OATA SHALL INCLUDE THIS LEGEND 


— D STING J) STINC | Ocs7or1 ]4-30-04 | 
ReCeRG ey BLE 
A a COM MUX (INTERNAL) 


FOGGIA ENG aaa 
P ABITANTE Fo oMGR of TASK 03069 
ROBARKER gc ws 7-738 ROS CO: 


A 5 c _— D E ld a H J K 


REVISIONS 


GHSKeh SER aE GRA 
INIT 


ie CS SS 
PRE DATE 
TRI ANGLE eeooue yes DEV. O_FOGGIA 3720787 
J__QUINN 3/20/87 Fey 
AT POS 100 AEE eaten Dm! 


POLARIZATION STRIP 
(FARSIDE ) 


00 mioo OO se 
; 2 
x 
me. RIBS THIS SIDE < 
x 
24 24 
IDENTIFY WITH PROPER 
PART NO. AND REV. LEVEL. $ 


CONN PI ONLY 


IDENTIFY AS SHOWN 
TYP 4 PLCS 
OCEANPORT.N J 07757 


UNLESS OTHERWISE SPECIFIED INFORMATION DISCLOSED HERE IS THE PROPERTY 
OF THE T COMPUTER CORPORATION AND 
SCALE: —-— TOLERANCE : KHALL NOT BE DISCLOSED OR USED FOR ANY OTHER 
P ES EXCEPT AS SPECIFIED BY CONTRACT 
DIMENSIONS ARE IN -XXX +.005 .X £4.03 BETWEEN THE RECIPIENT AND THE CONCURRENT COMPUTER 
INCHES 6.4 +.02 ANGLES 21° RPORATION. OUPLICATION OF ANY PORTION OF 
1S DATA SHALL INCLUDE THIS LEGEND. 
FNAME TITLE 
NOTES; PRM CES DFT 1 1 -6-86 Frote: 
R CERO Pe | CABLE. IPC SOCOND 
oe St MeN, aioe ol bo 3203 
D FOGGIA eee ae 
P ABI TANTE | ST ASK 03039/032 14 Pecan 
R BARKER Fo WG: 17-907 COS 


EXT CHGS 
| Ec [| — [—— | — lno-3-aa [row fl 
12 425 i eae in BEEN at ate at arr alee 
EXTENSIVE CHANGE, FOR PREVIOUS REV OFt Ror 
M'cROriiM COPY. ARFA NS MANUAL WAS 47 082 
MF]. + 3-28 4S [Roe | 
2 i ts CLIN TION ar White THEE Hat 
£9 AWOEY O& THU 
seds-tei 092400001 APPARATUS SI Dt = 7 ) e | eco. _« ‘ “8 a7 Gos 4 
oO 00 04 . pie tatneed 4 es aval hk 
WEAR IDE (OWL Q- JG 
OO sg 
| ma 
3 | we DETAIL A 
CONN 0 1 8 
= power surpiy "IS" © _ jeeesetasecussncseenssesnazercatecesyenoassaansees? a : i Eseeus 
. ee co 66S oS SHS C3 f | TYP 4 PLCS 
e Ge CONN 0 GND CONN } faa) CD CONN e . co att | 
Oo Oo» oo i 13 2 @ w 8 w Oo OO os 2 35 2 @% wW 35 40 OQ, oo i 1s e@ ee wp 3s «0 5.01 12 
4 u n FY 08 RESETS EEE DESO TeResoneeseeaseasesessusse gccccscosesucsesooscsseussccecsesschccesescel } peccnceccndsecsessencaccesesoncesnesesceses a4 ed -——— | , ° ‘ { | 
ry wo SLOT” seescScasascaccsecessncecsescs eenegeneegoe SOSSY SSFSSHOS SOOKE CEEOOSS OSS SHEHSSSESES 408 2 Sonssgesesensseqesesssceseseccessececcscese 
re ty a a a) nn >) 33 4) =6CONN DO 99 «#05 «3085 ot 1 z wo fH ; 2 TYP. 6 PLCS 
°o 00 « oO zEF 
9 Oeelcd seeckscdee Denes seme esaeds ateies coos c0i o Tevet caselaseesetietcbucweeacr eens cobeseO shes 
; Agus “STEP O PSA TOR CRORES ASO Ree. eee eee Ts CESS SS Re SETA OL SETS SOS PASM SSeS eee eT ee Sees ol | ap Bo | PIN | 
ea pod me fo) 06 05 10 1S eo 25 0 ss 40 00 05 10 Ss 20 2s 5) 5 40 | erg A 
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